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DOMESTIC ENGINEERING 


KEWANEE 


STEEL BDeILERS 


Smart owners know that a good 
heating boiler is the best investment 
they can put into their buildings. And 
they invariably prefer a Kewanee, be- 
cause of the remarkable records it has 
established in leading buildings of all 
kinds all over the country. 





So when you specify a Kewanee 
your good judgment can never be 
questioned. And that means easier 
sales, and greater profits for you, 





KEWANEE BOILER CORPORATION 


Kewanee, Illinois Branches in 40 Principal Cities 


March 9, 1929 
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Coldie Explains to the 
Missus 


The dawn was breaking 
In all its glory 

As Coldie came home 
With the same old story. 


He knew Mrs. Coldie 

Was sure to be sore; 

And knew she’d be waiting 
Inside the front door. 


Coldie was right— 

The Missus was peeved; 
And here’s the reception 
Poor Coldie received. 


‘“‘All winter long 

You’ve been up to these tricks. 
You leave about eight 

And come back about six.” 


“I guess your excuse 

Is exactly the same. 

You say that these Vogels 
Are always to blame. ° 


‘‘Sure’’—answered Coldie. 
“The same old excuse, 
Nothing but Vogels, 

So what was the use?”’ 


“*I worked the whole night, 
And I swore and I cuss’d, 
But you know these Vogels— 
The darn things won’t bust.”’ 


*‘Not one single Vogel 

Have I ever dented 

With all of the tools 

And machines I’ve invented.”’ 
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Vogel Number One 
Frost Proof Closet 


From Canada to Mexico; from the 
cold and freezing North to the tropics, 
hundreds of thousands of Vogel Frost 
Proof Closets and Hydrants are being 
used daily in all kinds of weather—all 
kinds of water and seldom do they 
need attention—even re-washering is 
done infrequently (every ten or fifteen 
years). 


These are the closets and hydrants 
that you want to install. You make 
your profit and keep it. You never lose 
time on back calls on a Vogel closet or 
hydrant. It’s right when you install it, 
and it stays right. 


You make money and your customer is 
pleased. Make it a rule to install 
Vogel Closets and Hydrants a/ways. 


JOSEPH A. VOGEL COMPANY 


Wilmington, Del. 


St. Louis, Mo. 




















Vogel Frost Proof 


Hydrants » 








mks Erost-Proof Products 
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HE same practical advantages that 

have made steel boilers the accepted 
standard in large buildings now are avail- 
able to home-owners in the new Heggie- 
Simplex Small Size Boilers—and at prices 
well within their means. 


This new model offers the same depend- 
able crack-proof construction as the larger 
capacity Heggie-Simplex Boilers. Itis built 
of steel—fused by electric welding into one 
single, leak-proof unit. 


It operates at a fraction of the cost of 
ordinary residence boilers. A spacious 
combustion chamber, large direct heating 
surface, tubular flues and unrestricted 
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a NEW Steel Botler 
for Residence Heatins— 


circulation provide for burning all of the 
fuel and utilizing its heat without waste. 


Built to simplify care. Extra large fuel ca- 
pacity minimizes firmgs. A fire door twice 
the ordinary size, and just above it a wide 
door giving access to the flues. Convenient 
waist-high shaking lever. Automatic 
draft and damper control. “Adaptable to 
use with any fuel—coal, gas, oil. 


Inexpensive to install. Goes through any 
doorway. No sections to join. No headers 
to connect. Details on request. 

Heggie-Simplex Boiler Company, Joliet, [linois. 


Kepresentatives in principal cities—telephone and 
address listed under ‘* Heggie-Simplex Boilers.”’ 





HEGGIE-SIMPLEX 


STEERER HEATEANG BOILERS 
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“Domestic 
E n gineering,” 
in its new and 
larger form, is 
recognized as 
the best busi- 
ness paper in 
the industry, 
aecording to 
the numerous 
letters received. 




















“A merchan- 
dising Plan 
which doesn’t 
include some 
honest - to - 
zoodness sales- 
manship, is 
like fishing 
with a bent 
pin.’—D. HH, 
Bowlizer. 











The field is constantly on the lookout for methods of making profits, and for new means of obtaining profitable business 
A great number of heating contractors have gone into air conditioning work as a result of this tendency, and find that thei 


present equipment needs but few additions in order to do this sort of work. But their heating 
knowledge needs to be amplified considerably in order to go into air conditioning. Your Zaller 


IR conditioning is a specialized line of heating, 

and needs a careful study. At the same time, 
it is not work which a heating man cannot do, as 
many have proved their ability to install good air 
conditioning systems. In this issue is an article, 
“Cooling, Heating and Ventilating Modern Thea- 
ters,” which describes the air conditioning systems 
in two theaters, each representative of a different 
type of installation. On the front cover is a photo- 
graph of the Alhambra Theater, Sacramento, Calit., 
the air conditioning equipment of which is described 
in the article. Heating men should read this story 
if only in order to determine whether or not they 
are in a position to do air conditioning. If they are, 
they will find the story of even more value. 





EOPLE who travel by airplane, send 

their correspondence by air mail, talk 
flying and recommend flying, while at the 
same time not being in the aviation business, 
are said to be “air minded.” That means 
that they realize the importance and utility 
of airplanes, and take advantage of their 
facilities in transportation. In the merchan- 
dising section of this issue, two contracting 
plumbers are described as “Sales Minded 
Retailers.’ In this case it means that these 
retailers are conscious of the importance and 
necessity of selling plumbing and heating 
materials. They are ‘sales minded,’ and are 
at the same time, successful business men. 
The combination is inevitable. 





| queens: and heating is essentially a technical, 
or mechanical industry, and for that reason, the 
technical and mechanical aspect cannot be over- 
looked or underestimated. There are many agen- 
cies at the present time, including this publication, 
which are advocating remodeling work as a means 
of increasing volume, and making that volume profit- 
able. At the same time, one cannot set aside the 
mechanical side of remodeling work, and an article 
in this issue tells of “Plumbing Problems Met in Re- 
modeling Work.” After the remodeling job is sold, 
it must be installed, and this story gives a few exam- 
ples of problems encountered in these installations. 


ROM Texas comes the following communication 

from J. W. Hillman, a master plumber, who over- 
looked the recent change from weekly publication to 
fortnightly:—“I have not been receiving ‘Domestic En- 
gineering regularly, and miss it greatly. In fact, | 
absorb its contents from front to back on arrival. Let 
me know if it has been sent, so I can get after the post 
office department.” 





AST June at the annual convention 
§ of the National Association of 
Master Plumbers in Memphis, Tenn., an 
essay contest was conducted by the as- 
sociation in the schools of that city, in 
order to increase public interest in 
Plumbing. This year a number of state 
associations of master plumbers is do- 
ing the same thing. This is typical of 
the attitude of retailers in the field in 
trying to raise the publie’s estimate of 
the industry. 





N THESE days of keen competition, perhaps the 

best means of doing business, or perhaps of stay- 
ing in business, is a complete knowledge of the costs 
of carrying on in business. This knowledge can be 
gained only by the establishment and maintenance 
of an adequate cost accounting system. In this 
issue, J. J. Berliner continues his series of articles on 
cost accounting. Mr. Berliner is an authority on 
cost accounting, and his articles are very helpful to 
the master plumber and heating contractor who 
reads them and checks up on his own cost account- 
ing methods. 





Unusual interest has predominated in 
the heating industry of late on the sub- 
ject of boiler rating and testing codes. 
In the February 9 issue of ‘‘Domestic 
Engineering,’’ the code approved by the 
National Boiler and Radiator Manufac- 
turers’ Association was published. A 
similar code has been approved by the 
A. S. H. V. E. We have secured R. V. 
Frost, who was a member of the boiler 
code committees of both organizations, 
to compare these two codes, and his 
comments and comparisons will appear 
in our next issue. 


The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 
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The Burrhane Boiler 


Jacketed in Color 
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The Jacket’s a Whizz! 
But what about the Boiler? 


It’s the jacket we're talking about. The jacket we've put on our 
new Burnham, that’s jacketed in color. 


The jacket, so everybody says, is a whizz. But how about the boiler? 


Meee eee eee ne ee nn er ne en en nD ee oe eee 
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|} Started at the Bottom 
scaiatains But Landed on Top — 


IRST we saw to it that the boiler 
was right, then we set about the 
right jacket for the right’ boiler. 


So we started at the bottom with the 
base. Made it wider to take the insula- 
| tion and hold up the jacket. 


| Then we saw to it that the fire travel was 
some little traveler, made it go three 
times as far as it was to the chimney, to 
get to it. You know what that means in 
| fuel savings. 


Then we put curves in all the travel’s flat 
places; and made every edge and every 
corner rounding. ‘That done, two things 
were done. The castings were strength- 
ened; the fire surfaces were greatly in- 
creased. 








A better boiler is the result, and it’s 
| jacketed in color. 


Price right? You bet it is. 
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IRVINGTON, N. Y. 


Representatives in all principal Cities of the United States and Canada 
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When 
the job’s done, 


it’s done 
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Once a Pacific Steel Heating 
Boiler is set, the job is done. 
There is no running back 
for minor repairs and petty 
adjustments . . . bogies of 
the building game that eat 
the heart out of profits. It is 
Pacific’s welded construction 
which provides this great 
strength to resist the shocks 
of handling. As for standing 
up under the rigors of oper- 
ation, Pacific sturdiness is 
traditional. 


The Pacific, from the begin- 
ning the leader in the welded 
steel boiler field, has always 





made profits for contractors. 
Because the shell and fire- 
box can be disassembled for 
moving into tight places, 
much time is saved. Dray- 
age and setting costs are cut 
toa minimum. With both an 
eastern and a western plant, 
low freight rates and quick 
delivery play a substantial 
part in Pacific profits. 


Built from the steamfitter’s 
angle, the Pacific Steel Heat- 
ing Boiler has long turned 
pennies into dollars for the 
man who installs it. Write for 
literature on all boiler types. 
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PACIFIC STEEL BOILER CORPORATION 
Factories: Waukegan, III., Bristol, Pa. 
Sales Offices in 58 Cities 
Division of United States Radiator Corp., Detroit, Mich. 
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FEATURES 


that Invite Sales and a 
Price that Clinches them 





actually is becomes evident 

in the fact that never before 
has a heater of such superior 
quality been available for so 
little money. 


“Within the reach of all’’ de- 


scribes your market. 


J sc how attractive this price 



































Mentioning the features may 
convey some idea to you of how 
this heater sells—but only the 
heater itself on your floor can 
give you the actual facts on the 
business it can bring you in 
1929. Write today for the full 
story, as the first step toward 
breaking sales records this year. 


HerearetheHotstream 
Sales Inviting Features 





Heater—Hotstream Double Copper 
Coil, equipped with patented Barber 
Burner. 





Tank-—Double extra heavy copper 
bearing steel, or heavy copper. 


Thermostat — Hotstream throttling 
type with dirt trap. 


Draft Regulater — Prevents both 
down drafts, and up-flue heat losses. 


Pilot Light-—-Hotstream’s new “ pass- 
over type. 


Insulation—Super-thick rock wool. 


Legs—9 inches high for under-tank 
cleanliness. 


Finish—Richly lacquered in color. 


The Hotstream Heater Co. 


**Makers of Heaters that Heat’’ 
Cleveland, Ohio 






































New York, N. Y.---55 W. 42nd St. 
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THE NATIONAL SUPER-SMOKELESS BOILER 


HAS THESE ESSENTIALS FOR 


EFFICIENT OIL 


ATIONAL Super-Smokeless 

Boilers provide large com- 
bustion chambers, perfect com- 
bustion, long gas travel—three 
times the length of the boiler— 
and efficient heating surfaces for 
absorbing the intense heat that 
is usually wasted up the chim- 
ney in oil-burning boilers. 


* The secondary air supply and con- 
trol of super-heated air, at just the 


OPERATION 


point where it is needed to assure 
complete combustion, the spiral 
travel of the gases, and the pro- 
gressive increase in combustion 
area are exclusive features. 


These are but a few of the many 
outstanding advantages of 
the National Super-Smokeless 
Boilers. May we give you full 
details by mail, or through 
a National Representative. 


*When a type of oil burner is used which takes the air 
in through the front, then the secondary air intake 
is closed. No changes are necessary in the boiler; 


NaTIONAL Rapiator CorPoRATION 


MANUFACTURER OF RADIATORS AND BOILERS 


Nine Plants devoted to National Service through these Branch Offices and Warehouses: 
Baltimore, Md.—-2600-2622 Matthews St. Boston, Mass.—93-97 Oliver St. Buffalo, N. Y.—259-265 Delaware Ave. 


Chicago, Ill. -2445 N. Keeler Ave. 


Cincinnati, O.-——3530-36 Spring Grove Ave. Indianapolis, Ind.—431 W. Georgia St. Johnstown, Pa.—221 Central Ave. 


Cleveland, Ohio—935 E. 63rd St 


Milwaukee, Wis.-—124-130 Jefferson St. 


Pittsburgh, Pa.—1509 Arrott Bldg 


St. Louis, Mo. “1042 Central ~~ am Ave. 
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Omaha, Neb.—108-112 S. Tenth St. 


NATIONAL 


* Super-Smokeless 
BOILER 


_ Richmond, Va.—3032 Norfolk St. 
Washington, D. C.—-2205 Fifth St., N. E. 





Philadelphia, Pa.—121 N. Broad St. 
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THE CELEBRATED SKIP TOOTH DIE 


(Genuine Nye) 
REG. U. S. PAT. OFFICE 


NYE A Letter from 
Roce me Harry G. N ye 


Knurled March 9, 1929. 


and To the Plumbers and Steamfitters of the 


Smooth Edge U. S 








Once there was a young man who wanted a chance to work 


Made to Fit up, and he got his wish right away. He hired out to a paper-— 
All hanger, who gave him a job hanging a ceiling. He hung so many 
ceilings that he got so he had to put his shoes on over his 
Standard Makes head. The most prominent feature of his face was his Adam's 
apple. From there his head sloped back like the roof of a 
of woodshed. This gave him a very peculiar appearance, espe-— 


cially after a barber carelessly removed both of his eyebrows 
while shaving the back of his neck. 


Pipe Cutters 


And yet he led a rather happy life. Things with that 
young man were always looking up, because that was the only 
way he could look. Short skirts meant nothing to him. I 


speak about this young man, however, for a noble purpose. 
When you see a man going around with his chin where his fore— 
head ought to be, and his forehead where his carbuncle ought 
to be, do not think he is proud. He may be a paper—hanger. 
He may have had to slap wallpaper on a ceiling with one hand, 
and caress it with the other, and make it stick on upside 
down. That is how he got that way. 





Knurled Edge so don't judge people by appearances. The man with a 

: : hunted look that you see gazing to right and left and front 
and back and dodging here and there may not be an escaped 
criminal. No such luck. He may be a pedestrian. The old man 
with the gray beard and the liver-—spots and the shaky hands 
that you see sitting in front of the office building may not 
be a beggar. He may be a salesman who was told to wait, that 
the boss was in a conference. 


And the man with the broken fingers, and the fallen 
arches, and the fractured wrists, and the crippled arms, and 
the busted leg, may not have been ina fight at all. He may 
be just a plumber who never heard of Nye Tools, or at least 





Smooth Edge never bought any, and who wore himself out trying to cut pipe 
N de with old-fashioned tools—when he could just as well have used 
aie ong Frage Tage Nye Tools and done it so much faster and easier, and kept the 
steel, and are hardened and schoolgirl complexion. 
tempered in oil. ades 


about yeth of an inch thick Fraternally yours, . 
and straight from hub to Gf | 
cutting edge. Cut with ant . 


Copyrtams 1929 by ant A G. Nye 


third the time and powe ll rights reserv 

required by old type Boney OTHERWISE KNOWN AS 

oe nr THE NYE TOOL & MACHINE WORKS 
ABSOLUTELY MANUFACTURERS OF HIGH GRADE PIPE TOOLS 
GUARANTEED 4120-30 Fullerton Avenue ae Illinois 





THE CELEBRATED SKIP TOOTH DIE 


(Genuine Nye) 


REG. U. S. PAT. OFFICE 
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ve Just What is YOUR Idea of an 





OU’D WANT IT free from 

hidden flaws that might 
develop weakness on the 
job. You’d want the bead- 
ing strong enough to stand 
the strain of heavy wrench 
work—yet not cumbersome. 
You’d want the threads 
deep enough, clean enough to come quick and hold 
tight. And you’d want to know that you were buying 
experience—a reputation for quality manufacture. 


Square “Gee” Fittings meet all the specifications to 
which a good fitting should measure. High grade raw 
materials—heated to produce proper degree of mal- 
leability, not too hard—not too soft—just right. This 


insures freedom from hid- 
den flaws. (1) Big beadin 

imparts strength to stan 

the strain of heavy wrench 
work. (2) Deep, clean, 
properly pitched threads 
guarantee fittings that 
“come easy and fit tight” 


all the time. (3) Finally, every Square “Gee” 
fitting is backed by the reputation of the Grabler 


organization. 


THE GRABLER MANUFACTURING COMPANY 
and its subsidiary GRABLER-REPUBLIC, Incorporated 
4900 Euclid Building - Cleveland, Ohio 


New York . 


- Los Angeles ~. San Francisco 


Your Fitting Problem Is Solved When You Say Square “Gees” 





SQUARE 
Pipe 





MALLEAGLE, CAST IRON 





“GEE” 
Fittings 





DRAINAGE, BRASS 
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WATER LINE 
OF BOILER 





WATER LEVEL 
IN BOILER 


RETURN TRAP 

















The Webster Type “R” System is SAFE 


A sriezF stupy of the illustration above will make clear how 
the Webster Type “R™ System has overcome the objection- 
able and dangerous features of the old style open return 
line systems. 


Follow the water and air down through the return piping 
toward the boiler to the Webster Vent Trap. This simple, 
reliable piece of apparatus lets the air out and keeps it out. 
The air escapes through the Vent Valve which contains a 
light-weight ball that is lifted from its seat by the slightest 
pressure. When seated, it prevents the air from returning, 
thus “sealing’’ the system so that it may frequently operate 
for extended periods below atmospheric pressure, further 
increasing economy. A ball float is provided to prevent 


the escape of water in case the Vent Trap, for any reason, * 


should fill up. 


In the Webster Type “R”™ System the level of the water in 
the boiler must be the lowest water level in the system. (Of 
course, where this is not possible, the Webster Vacuum 
System should be used.) As long as the pressure in the boiler 
is low, the difference of water level in the returns and in the 
boiler is sufficient to overcome the pressure, and water conse- 
quently flows to the boiler by gravity. 


When conditions arise which create higher pressure in the 
boiler, the water backs up into the Webster Boiler Return 
Trap. The float soon trips, admitting steam from the boiler 
and equalizing the pressure in these two compartments. 
Again gravity comes into play and the water flows back to 


WARREN WEBSTER &? COMPANY, Camden, New Jersey. 


the boiler. When the Boiler Return Trap has emptied, the 
mechanism returns to its first position, closing the valve to 
the boiler and opening an exhaust valve to the dry return 
piping. 

This equalizes pressure in the returns with that in the Boiler 
Return Trap and the latter begins to fillagain, provided the 
pressure is still sufficient to prevent flow of condensation 
directly back to the boiler by gravity. 

This safe and sound principle of gravity operation plus 
positive equalization of pressufe is an important reason for 
the widespread use of Webster Type “R” Systems in 
buildings of many tyres requiring 1,000 to 16,000 sq. ft. 
of radiation. 

The coupon below will bring complete data on this system 
and its equipment —send it today. 


The Webster Steam Heat- 
















J / Ing Specialist in your vicinity 

y FP A can probably help you in de- 

1’ @, jae veloping preferred business 

WO - Systems with Webster Type “R”™ Sys- 

l . tems. Get in touch with him. 
of Steam Heating 


WARREN WEBSTER €@ COMPANY 
CAMDEN, NEW JERSEY 











Please mail Bulletin B-600, describing the Webster Type “R™’ System of Steam Heating to 


Name Street 


__City 
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Frost Nickel Plated Ants 

syphon Deep Seal Cen 
ival, Cast Body 
-£. Evrae 


Frost Nickel Plated 


Scamless Brass Bent 
Lube Plain “P™ Sink 
Trap with Cleanout 


AComplete LineWell Made 


Rigidly Inspected-Carefully Packed 
and Shipped Promptly ~ - - ~~~ 


Frost Nickel Plated. 
Wrought P. O. 


Plug 








FROST PRODUCTS 
Include a Complete 
Line of 
Tank Trimmings 


Lavatory and 
Sink Traps 


Vent Tees 
and Crosses 


Slip Joint Nuts 
Chain Stays 








There is no need for any jobber or plumbing contractor to 
shop around for traps. Today, in the Frost Line, is a complete 
variety of traps for every type of installation. 


For a quarter of a century The Frost Manufacturing Com- 
pany has been earning a national reputation as manufacturers 
of quality traps. Every trap is of the finest brass tubing, 
formed and finished on modern machinery by skilled work- 
men—then, rigidly inspected, carefully packed and shipped 
promptly. Nothing is left to chance. 


The “Femco” Trap has a clean-sweep, non-syphon body made of 
heavy wrought brass, joined in the center by a solderless, water-tight 
joint. The Frost “Anti Syphon” Trap has a cast brass body, large 
cleanout plug, ground joint on outlet bend, and can be installed in 
the opening of any pedestal lavatory without using an offset. Both 
traps equipped with cast brass nuts, die cut threads, inlet and outlet 
tubes, 20 or 17 gauge as specified. Nickel or Chromium Plate. 


Your Jobber Stocks Frost Products 


FROST COMPANY, Kenosha, Wisconsin 


Frost Nickel Platea 
Bent lube Plain 
“pe 





Frost Nickel Plated Sink 
Plug, with Threaded 
Removable Strainer 





FROST PRODUCTS 
Include a Complete 
Line of 
Connected Waste 
and Over flows 
Supply Pipes 
P.O. Plugs 
Sink Plugs 
Sink and Urinal 
Funnels, Etc. 


SO TTL A LALA RELA REE IENTEE BERRI SIS ONE IE OE ERE REO ES 
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One of the Five Points— 


Reading Genuine Puddled Wrought Iron Pipe 
is easy to work with—you can cut clean, sharp 
threads in the minimum time, effecting siza- 
ble savings in your labor costs. 


But that’s only one of the five points of superi- 
ority that have made Reading Pipe so famous! 


For this tough, time-defying pipe means last- 
ing satisfaction to your customers, as well as 
profit to yourself. It helps you to get and keep 
the quality trade—folks who are looking for 
a lifetime of pipe satisfaction, at moderate cost. 


FIVE-POINT PIPE—genuine puddled 
wrought iron—combines endurance features 
that are found in no other single pipe mate- 
rial. Untried substitutes cannot give such 
proved protection. Insist on age-lasting gen- 
uine puddled wrought iron pipe, identified 
by the Reading name, date of manufacture 
and spiral knurl mark on every piece. 


READING IRON COMPANY, Reading, Pennsylvania 


Atlanta Cincinnati Pittsburgh Fort Worth 
Baltimore Detroit Cleveland Seattle 
Boston Houston St. Louis Philadelphia 
Buffalo Los Angeles Tulsa New Orleans 


Chicago New York 


San Francisco 








Reading tubular goods are 
furnished in sizes ranging 
from ¥%” to 20” in diameter. 





POINT 






PIPE J 


EADING PIP 


CENUINE PUDDLED WROUGHT IRON 





GENUINE PUDDLED 


EY 
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NEW! 


A Modern Boiler— 
Attractively Priced! 


Thatcher 


Announces 


THE “RED HOT 





If it’s a question of price—here is a Thatcher 


boiler that will get you the business! CHECK a 
The New Thatcher ‘‘Red Hot’’ boiler is suitable IMPORTANT 
for ‘‘modern cellar’’ installations, with its FEATURES 
sparkling red enamel jacket. It is protected _ 
against heat loss by a three-ply coat of em 
asbestocel. os 


2. Low Installa- 


One-piece construction reduces installation tion Cost 


cost to customer, and enables you to make oe 


some additional money. 3. Frese re 
You can sell the New ‘‘Red Hot’’ boiler by the — 
dozen. Here’s an opportunity to profit from i oe oe 
business heretofore lost. Get full details. Cellars. 














Write today! 





euneinansiais pausnioatunisigngpandicnasbadaenstil 





THE THATCHER COMPANY, 39-41 St. Francis St., Newark, N. J. 
New York: 21 West 44th St. Chicago: 341 No. Clark St. 


THATCHER 


Boilers Radiators Furnaces Ranges 
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Steel 


Sag 
La 


The name BETHLEHEM 
is marked at intervals on 
every length of Bethlehem 
Steel Pipe—assurance 
that Bethlehem Pipe em- 
bodies the same high 
quality found in other 
Bethlehem Products. 


..you know this about it 








You can be sure of certain very impor- 
tant things about Bethlehem Steel Pipe. 
You can be sure that it was made by 
the most approved methods under the 
supervision of experienced men, in a 
mill equipped with the most modern 
machinery. And you can be sure that 
it has passed the most critical inspec- 
tion and tests, and that it conforms in 
every detail to Bethlehem standards. 


Most important of all, you know that it 


is placed on the market by a Company 
with a half-century old reputation for 
quality in a wide range of steel products, 
and a standard of excellence that is 
never relaxed. 


Users and jobbers of pipe can buy steel 
pipe marked ‘“\Bethlehem” with conf- 
dence. There is no better or more 
certain way to obtain pipe that you 
know will meet every test and satisfy 
the most exacting requirements. 


BETHLEHEM STEEL COMPANY — General Offices: Bethlehem, Pa. 


District Offices: 


New York Boston 
Cleveland Detroit Cincinnati Chicago St. Louis 


Philadelphia Baltimore 
San Francisco Seattle Los Angeles Portland Honolulu 


Washington Atlanta Pittsburgh Buffalo 


Bethlehem Steel Export Corporation, 25 Broadway, New York City 
Sole Exporter of Our Commercial Products 


BETHLEHE 


we ¢ 9 
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Ss 
one sweet.. 
| the other 
sour? 


Look at these two bottles of milk. 
Both appear good. But you can’t 
be sure . . . until you give them 
the test of taste. 























Likewise, the design and construction of various 
boilers may often appear equally good on casual 
examination. Yet they may difler widely when 
given other tests. So the alert steam fitter today 
analyzes. And he finds many things. 


Take the Weil-McLain Jacketed Boiler as 
an example. When he analyzes this boiler 


... for fuel combustion, he finds that all grates in 
the fire box are shaking grates; he also finds 
rounded “live fire” corners in the fire box and 
added combustion space. 


..-for heat utilization, he finds balanced back- 
and-forth fire travel; with no short cuts to the 
chimney under any condition; besides, he finds 
extra heating surface at every point. 


... for owner’s convenience, he finds an extra 
high ashpit; automatic draft regulation; and con- 
venient front control of the choke damper. 





ENGINEERING 

















..+ for meeting modern fuel trends, he finds 
extra fuel capacity for handling coke; also larger 
water spaces and large nipple openings for free cir- 
culation to utilize the quick heat from oil burners. 
... for easy installation he finds individual tie 
rods for assembly of sections; two conveniently 
located washout plugs; a skimming or blow off 
plug; provision for hot water coil and indirect 
water heat; doors securely hung on separate frames; 
no parts attached to boiler with bolts that screw 
into cored castings. 

In short, when you analyze Weil-McLain Boilers, 
you see evidences on every hand of scientific re- 
search, skillful engineering, and careful thought 
for users of the boilers, as well as for the heating 
contractor wno installs them. They are supremely 
efficient. They fight fuel waste. 


WEIL-McLAIN COMPANY 


General Offices Boiler Factory Radiator Factory 
Chicago, Illincis Michigan City, Indiana Erie. Pa. 


‘SEE THE WEIL-McLAIN JOBBER IN YOUR TERRITORY” 


™ 
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In a radiator it is 
= the lost square inches 





Every square foot of radiating surface, by 
the laws of simple arithmetic, should 
contain 144 square inches. If some are 
lost, those that are left cannot do a 100 
per cent efficient job. 


- A Sean aan a singe 


In ‘*144,’’ the H. B. Smith New Full Sur- 
face Radiator, the quota of 144 square 
inches of radiating surface for every rated 
foot is complete. There is no skimping. 
And therefore no worry or complaints 
about its efficiency. 














Write us for complete information. Also 
for information on the H. B. Boiler tailored 
handsomely in mountain ash scarlet ; and 
on our new gasket which saves time and 
money on installations of our boiler. The 
H. B. Smith Co., Dept. A-58, Westfield, 
































Mass. 
SALES OFFICES AND WAREHOUSES: TF 
New York, to E. gist St. HE H:-B:-SM } i H 
Philadelphia, 49th St. & Grays Ave. y 
iladelphia, goth St. & Grays Av __BOILERS & RADIATORS _ 
Boston, 640 Main St., Cambridge Used in fine homes and buildings since 1860 
. , 2 . Cc 
Cleveland, 1108 Webster Ave. S. FE. The H.B. Smith Boilers for steam, hot water and vapor heating; 
radiators, and hot water supply boilers; for every type and size 
Westheld, Mass of private home, office building, factory and public building. 
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oD oun (“Rusty”) TEE, former national 
champion wrench baffler, named by some ex- 
perts as the stubbornest single piece of pipe of 
all time, protests against the rou oh treatment he | 
received at the hands of a Trimo pipe wrench: aes 


“No, ?m not hurt,” he admitted, “not even 
scratched; just terribly disappointed. 

I would still be holding the title today 
if they had not used an Improved and 
Mightier Trimo on me. No pipe can 
stand that. Ordinary pipe wrenches 
could never budge me. I consider it 
was unsportsmanlike to use a Trimo.” 


Let’s not be sentimental, fellows, about pipe 
work. When pipes put upa fight, let Improved 3 
and Mightier Trimo give them the works. : 





fu 


Hardware and Supply Dealers 


Everywhere Sell “ee | nih 
\ . 
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TRIMONT MFG. CO., ING. 
ROXBURY (BOSTON), MASS. 
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COAL—OIL—GAS 

{ 

H We recommend 

i No. 1 Buckwheat 
Coal to be used in 

i) Knowltons. As- 


( sures maximum 
\ fuel saving. 
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COMPLETE HEATING SATISFACTION 
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Make Every Replacement 
a Knowlton 


In this day of new development in heating plants, your cus: 
tomers are all interested in what the market has to offer. 


They Il be more than interested when you explain the Knowlton 
“Watertoob” Steel Boiler to them. It represents every possible 
refinement in heating—it is as far ahead of the old type heating 
plants that many of your customers have as the automobile 
is ahead of the horse and buggy. 


A Knowlton “Watertoob” Steel Boiler will pay for itself in a 
remarkably short time in the fuel it saves and the other econo- 
mies it effects 


Get the Knowlton franchise for your 
territory—it will pay you well. 


ORR & SEMBOWER, inc. 


READING, PENNSYLVANIA 
208 N. Clinton St., Chicago 50 Church St., New York 


LETE HEATING SATISFACTION 
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MISSOURI PACIFIC BUILDING 
St. Louis, Missouri 
Architect, E. M. Tucker; Engineer, E. A. Hadley; 


Plumbing Contractors, The De Bord Company; 
Heating Contractors, Bradley Heating Company. 








OI CARY 41a) Anny ie Ae) ee 








HE will of a great city—to go ahead. Here __lines of beauty and stability faithfully exempli- 

one finds a determination to build greater— _ fies, in building measures, the spirit of this great 
to expand—to do real things—a typical American city. Translated into practical terms, it means— 
populace. St. Louis, on the tongue of the world, care and precision in specifications. The archi- 
interprets modern progress. From here went, tects, engineers and contractors responsible 
with unflinching bravery, the mighty Lindbergh realized their task and met it. Thus, for the 
—symbolic of the spirit of her people. St. Louis _ major pipetonnagetheyselected “NATIONAL” 
looks ahead—prepares—builds well. Thus, in Pipe—typical of progress and leadership in 
selecting the materials for her modern build- building materials. To resist corrosion — par- 
ings—choice is the natural result of a“doit well” ticularly pitting—butt-weld sizes ¥% to 3-inch 
spirit—quality being the major consideration. are made by the special Scale Free Process 
The Missouri Pacific Building with its towering © —an exclusive “NATIONAL” pipe feature. 


NATIONAL TUBE COMPANY : Pittsburgh, Pa. 


Subsidiary of United States Steel Corporation 
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You ean do a real 


SELLING Jon a 
with the 








TEMPERATURE REGULATOR 


The Jewell sales plan is a practical 
business getting method which has 
made profits grow for heating and 
plumbing contractors all over the 
country. It puts you in contact with 
your logical prospects. It develops 
sales for you month after month 
throughout the year. 


The complete Jewell line, backed by 
the Jewell sales plan, builds up your 
profits in three ways — completing 
new heating installations, moderniz- 
ing old heating plants, and getting a 
line on repair and replacement jobs. 


Send for your copy of the plan that 
sells Jewell Temperature Regulators. 
Study it carefully. It brings you the 
opportunity to do a real, highly profit- 
able selling job. 


MINNEAPOLIS-HONEYWELL REGULATOR COMPANY 


Executive Offices: 2801 Fourth Ave. South, Minneapolis 
Factories: Minneapolis, Minn., and Wabash, Ind. 








This book tells the story. 
Here is the proved, practi- 
cal, sales-making plan that 
sells Jewell Temperature 
Regulators. Are you familiar 
with this plan? Send for 
your copy of the book today. 







@ 


—— 2 
a S, = This red motor iden- 
tie ties the Jewell line 
* © Ee) of automatic tempera- 
‘ ture regulators for all 
types of heating 
plants. 


———— 
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These DIE STOCKS are painted RED 
You cant mistake them 


The Color is the Symbol 
of Greenfield Quality 


When you see a red Die Stock you know it is a 
Greenfield, and a good tool. We make it red so 
you can’t mistake it. 


But don’t take our word for 
its quality. Beg, borrow or 
steal a Greenfield Stock and 
Die and put it to work. You 
will find it cuts a clean 
thread, without leaving burrs 
or chips. And it cuts easier, 
too. Greenfield Dies are made 
by a new process which is making 
a tremendous hit with plumbers 
and steam fitters everywhere. It 


New York: 15 Warren Street 










actually cuts down elbow grease needed by one- 
half or two-thirds. 


Greenfield Pipe Stocks and Dies cost no more 
than ordinary ones. There are numerous sets and 
several styles of dies, the ones shown being a 
Greenfield Adjustable and an ““OK”’ Square Die. 
Both have their advantages and both are equipped 
in all sizes with Greenfield’s new, easy cutting 
dies. 


Also, don’t forget that there is unusual quality in 
Pipe Wrenches, Vises and 
Cutters that wear red 
Greenfield paint. 





Nearly every hardware 
store, or plumbing supply 
jobber can sell you Green- 
field Pipe Threading Tools. 
Ask for them next time. 

















“~~ Canadian Plant: 
eee” — Vi Greenfield Tap & Die Corp. 
Ee CORPORATION | of Canada, Led 
° P F xt - a 
228 Congress Street, W. GREENFIELD, 4 MASS., U.S.A. . oe 
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More profit to you than ever before, because 
of the invention of the Hays Copper Plumb- 
ing Method. With this method you have a 


».» SPELLS 
clean mechanical job where every pipe wrench 
. is not a competitor. A permanent, trouble- 
wit ) proof, non-corrosive installation. 


The Hays Copper Plumbing Method has 


ge §§ brought copper plumbing within the reach 
é API ; ‘Al of your customers, because it has reduced the 
cost of copper plumbing below that of brass, 





and its cost is not much more than wrought 
iron or steel. 


The Hays Copper Plumbing Method assures 
a satisfactory job... you can build a busi- 
ness of new jobs... you quit being a repair 
man. Every new house, and every old house 
is a prospect. 












Write for full information so that you can find out 
[per ncaa, more about the additional profit in it for you. 


=i oe = Hays Manufacturing Co., Erie, Pa. 


MAYS 


COPPER 
ROA ESTINLE 
_ METHOD 





Nakes thi 
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Years of National Advertising 
that helps the plumber make quick 


COUNTER SALES 


Month after month Church Seats are advertised in 
magazines like Good Housekeeping, House and Garden, 
House Beautiful, The American Home Country Life 
and The Saturday Evening Post. So effectively has the 
story of Church Seats been told to the country that this 
most modern item of bathroom equipment now sells over 
the plumber’s counter as a piece of package goods bring- 
ing him quick profit. 


This story of the Church Seat is a simple one. It is an 
ever-durable appliance covered handsomely with ma- 
terial that will never crack, chip, discolor, or wear out 
in any way. The thing that makes it most salable to 
the counter customer is the heavily advertised fact that 
not only is this finest of all toilet seats inexpensive, but 
that it requires only a few minutes to install on any 
make of bowl. 


Another advantage to the plumbing dealer, aside from 
the quick cash sales, is the fact that this Church Seat 
business tends to bring many customers into his store to 


Churct 


sani~ 





‘‘Toilet Seats for Better Bathrooms’’ 
(Established 1898) 





inspect and buy Church Seats who would otherwise 
never contact with the dealer. 


Church Seats are the leading product of this kind 
made for private homes and apartments. They are 
modern, sanitary, and definitely guaranteed. [hey 
come in a complete line that meets every taste and 
requirement, including the vogue for colored seats which 
is so conspicuously on the rise. 


Ask about our 1929 Resale Service Selling Plan 


The Church Resale Service Plan is now available for all 
plumbing dealers. Its purpose is to enable you to greatly 
increase your toilet seat sales through the use of care- 
fully prepared merchandising material, furnished with- 
out charge by us. Complete details of this new Resale 
Service are in the hands of your wholesaler. Thousands 
of dealers will launch their initial campaign on March Ist. 


Ask your wholesaler about this selling plan, or fill out 
this coupon, indicating your wholesaler’s name and full 
details will be furnished you. 








— AS — 


C. F. CHURCH MANUFACTURING CO. 
Dept. 2-3-9, Holyoke, Mass. 
Gentlemen: 


Kindly send me details of the 1929 Church Sales Service 
Plan for Church Toilet Seats. | 


Name... 

Address..... 

eee alu; ST 
Wholesaler’s name..... 
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HE proper distribution of heat with the Modine Unit 
Heater is illustrated above at the right. 


Air is heated, delivered down over a wide floor area 
and kept down with this advanced method of industrial 
heating. Comfort for all — ideal heating conditions 
for maximum productivity. 


How different from the old method shown at the left. 
There’s a zone of intense heat right near the iron coils. 
Men working within this area frequently are overheat- 
ed while those a few feet beyond it may not be getting 
sufficient warmth, because uncontrolled heated air cir- 
culates up to be wasted at the ceiling. 


With the Modine, you heat as you light. Heaters are 
suspended 10 to 14: feet from the floor, up out of the way. 
Each unit is individually controlled — operated only 
as needed. New flexibility. New economy in heating. 


Modine Unit heating means saving on first cost — save 
ing every heating day. Write today for our new catalog. 


MODINE MANUFACTURING COMPANY 
1703 Racine Street (Heating Division) Racine, Wis. 
Branch offices in all large cities. 

London Office: S. G. Leach & Co., Ltd.—26-30 Artillery Lane 





Modine Unit Heater 
Model 701 — weighs 
only 130 lbs., suspends 
from the steam line, re- 


places approximately 2 


tons of cast iron @ | 
c=" | Unit HEATER 


FOR STEAM, VAPOR, VACUUM. HOT WATER HEATING SYSTEMS 
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Cut Open View No. 528 
Sylphon Vent Valve 


This valve is for use on two- 
pipe vapor or atmospheric 
work. Is installed at end of 
return, to vent all air out of 
system. Is normally open. No 
pressure required to open 
valve. Closes when steam 
reaches the Sylphon bellows. 
Opens promptly when pres- 
sure falls below atmosphere or 
valve cools. 





fut Open View No. 410 
Syiphon Vent Valve 






SEE Your 
CATALOGUE | 


, Swe ETS 
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ONG service has proven that Sylphon Vent Valves do not break down 
with constant usage and that the powerful action of steam will not 
weaken their motor element, the Sylphon Bellows. 


They provide for the quick and proper venting of the heating system and 
render it flexible and efficient, whereas slow venting results in a slow 
heating system. 


For over ten years it has maintained a splendid reputation for venting mains, long runs 
of pipe, indirect stacks, drop risers, ete., where a large amount of air must be quickly 
expelled. Vents the entire pipe system. No adjus “sna nt, very sensitive and lasts in 
definitely. Does not lose against water. Very rugged construction, — no spun, drawn of 
stamped parts. 


For venting air from large heating coils usel in stacks and in indirect heating with 
fan blowers, where low pressure steam is the heating medium. It has a large venting 
port 3-16 inch diameter. A powerful Sylphon Bellows is used for closing the 
valve and acts immediately when steam comes in contact with it to force the valve 
tightly to the seat, so that leakage is impossible. It does not close against water.” Can 
be installed in any position. Made entirely of cast brass—-rugged construction. 


For venting air from radiators on aff line systems. Construction is very rugged, all 
parts being made of cast brass. Ports of ample size to eliminate air quickly. Operation 
perfectly noiseless. Nonadjustable. The Sylphon Bellows which operates the valve 
has great power and large movement. so that when air has been vented from the radiator 
and steam enters the valve, the Sylphon closes the outlet port tightly and thus prevents 
all possible escape of steam into the air line. 


All Sylphon Vent Valves are built around 
the original and genuine Sylphon Bel- 
lows, originated and patented by The 
Fulton Sylphon Company. 








Cut Open View Neo. 527 
Syiphon Vent Valve 





Cut Open View No. 510 
Sylphon Vent Valve 


For full particulars relative to Sylphon Vent Valves write today for Bulletin D, 


Representatives in all Principal Cities in U.S. A. 


European Representatives: Crosby Valve & Engr. Company, Ltd., 41-2 Foley St., London, W 1, 


Canadian Representatives: Darling Bros., Ltd., 140 Prince St., Montreal, Que., Canada 
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HOT WATER STORAGE SYSTEMS 


. at 





due to 


QUANTITY 
PRODUCTION 


Improved methods and 
speeded up efficiency in 
manufacture enable us 
to offer this Water Heat- 
er made of Anaconda 
Copper at most attractive 
prices. It is made in 20, 
30 and 40 gallon sizes. 






Its quality and efhciency 
have been proven many 
times over. 





ec... guna Why not write us today 
I = for complete details: 





Dahlquist Sales Corporation 


287 Spring Street New York City 




















DOMESTIC 


March 9, 1929 











/ oiays 
L mp 1 
Pressure Conto 

With the 


KAINER 


PRESSURE GOVERNOR 


For Hot Water Heating Systems 


Any ordinary gravity hot water job, old or new, 
equipped with the Kainer Pressure Governor, 
Kainer Sylphon Bellows and Kainer Pressure 
Gauge, gives an entirely automatic system that 
will maintain uniform room temperatures by 
controlling the water temperature, effects marked 
fuel economy and lengthens the intervals between 
fring periods. You make another satisfied cus- 
tomer because a Kainer equipped system requires 
practically no attention on the part of the owner. 
You make a substantial profit on every sale 
because your time is not taken up with bother- 
some service. ; 








Write us for full information or see your jobber. 








761-763 Mather Street 
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The Kainer Pressure Governor 


Safe, compact, accurate. For pressure reducing 
and relief service on hot water heating systems. \ 
Filters and controls the water supply ana safe- | 
guards the heating system against excessive | 
pressure due toexpansion. Eliminatesexpansion  / 
tank and fittings. Easily adjusted. Constructed | 

entirely of bronze, it is rustproof, scaleproof 
and will give a lifetime of faithful service. 


\ 
Kainer Sylphon Hot Water / 
Damper Regulator \ 


Assures even water temperature, prevents boil- 
ing and loss of fuel. Direct connected type. 
powered by an inner Sylphon bellows which 
contains a volatile liquid. Especially designed 
to screw directly into a one-inch opening in 
the boiler head. Bellows may be removed for 
inspection without draining the system: 


eg, = go en , 


y 





The Kainer Pressure Gauge / 


344nch dial, calibrated to 60 pounds, white 
enamel finish, brass ring. Should also be used \ 
on a closed system. } 
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KAINER Specialties are Easy to Sell and STAY Sold , 





Mention Domestic ENGINEERING when writing advertisers. 
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These Well-Known 
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\ Now Associated 
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An association of sales and manufacturing 
facilities of the Hoffman Specialty Company 
and the Economy Pumping Machinery Com- 
pany now makes available to the heating field a 
newly improved line of heating pumps. 

















Hoffman-Economy Return Line Vacuum and Con- 
densation Pumps offer a quality product distributed 
through a broad sales organization—that of the 
Hoffman Specialty Company, Inc. 'The extensive ex- 
perience of both companies in the heating field 
gives this product an engineering background 
which is the best assurance of merit. 


Economy Pumping Machinery Company will 
continue to manufacture and handle the distribu- 
tion of horizontal and vertical centrifugal pumps 
and sewage ejectors through its regular channels. 





HOFFMAN SPECIALTY CO., Inc. y 
ECONOMY PUMPING MACHINERY CO. a 
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Architect 


SHREVE LAMB MMR lanier liesemeo lon ameliean eine 


a a WINSTON-SALEM, NORTH CAROLINA. 


aiiileh a= Plumrite Plumrite 





HEN all the tests known to science fail to give an accurate measure of the 

merit in service of the different brass pipes on the market, the building 
trades fall back on the Test of Time. On this basis Bridgeport ‘‘Plumrite”’ 
brass pipe (60-40 brass) enjoys the CONFIDENCE of every factor in the 
industry. On this basis ‘‘Plumrite’’ is selected for installation in the most 
important new buildings where the investment runs into multiple millions. 
Confidence. Confidence based on past performance. Is there any better test 
for a material whose calculated life is longer than that of mankind? 


ghee Gi 
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PLUMBING 
CONTRACTERS 


RIGGS ,DISTLER & CO.INC. 
BALTIMORE. M.D. 


Plumrite 





LUMRIT FE Brass PIPE 





a, 





BRIDGEPORT BRASS COMPANY CWanzfacturers - General Offices, BRIDGEPORT, CONN 





Mention Domestic ENGINEERING when writing advertisers. 
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“Saved us $800 
the first year= 





ENGINEERING 


in labor costs alone”’ 


And maybe you can do even better with the 
WILLIAMS Portable Pipe Threader. 


When you read some of the reports from 
experienced plumbers and steamfitters, telling 
about the three-times-faster threading they 
are doing with WILLIAMS Portable Pipe and 
Nipple Threading Machines— 


You realize why this faster and handier 
machine can pay for itself three times over, 
the first year, when you keep it reasonably busy, 


As one plumber and steamfitter reports— 


“In twelve months’ use of the WILLIAMS 
Portable we have saved approximately $800 in 
labor costs alone, besides other savings— and 
would not sell this machine for a thousand dollars 
if we could not buy another.” (Name and 
address on request). 


SAVES MATERIAL, TOO: Many plumbers 
have saved enough on threading ‘‘bald-heads,”’ 
alone, to more than pay for the machine inside of 
the first year. 


A REAL MACHINE TOOL — splendidly built, 
and as reliable as the big threading machines in 
the well-known WILLIAMS line. The Quality 
machine at a Quantity price. 


WRITE FOR “THE STORY OF EXTRA 
PROFITS,” giving photos, and reports from 
owners who are making real money with these 
three-times-faster threaders. 


WILLIAMS TOOL CORPORATION 
ERIE, PA. 


Canadian Plant: Brantford, Ontario 


Wiiams ® Portage 






CWI/LLIE WILLIAMS) 
PIPE, NIPPLE AND BOLT THREADER 





job. 


hook-up. 


No, 
ttn 


EITHER BENCH TYPE OR PEDESTAL— 
both these types are handy to move to the most 
convenient working positions, in the shop or on the 





The die-head is quickly adjustable, taking care of 
all sizes from '4-inch to 2-inch with the regular head. 
And it has plenty of reserve power to thread 2-inch 
to 8-inch pipe, or larger, with the universal shaft 





# 
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The illustration above shows the Hercules No. 1923 Screen Side Canopy Top 
Express Body for mounting behind Chevrolet Cab on Utility 144 Ton Truck. 


APPEARANCE 


Hercules Better Business Bodies are better built 
... from better raw materials . . . and they actu- 
ally show these fundamental superiorities in an 
obviously better appearance. And this better 
appearance has a tangible prestige-building value 
to the firm that regards its delivery units as 
advertisements as well as trucks. 


This superiority in design and appearance is one 
of the reasons why more Hercules Better Bus- 
iness Bodies are purchased in a year than any 
other one make in all the world. And because 
| Hercules bodies are volume produced at a low 
per unit cost, they come to you at an amaz- 
ingly low price! 


There is a Hercules distributor in your locality 
who will gladly show a body to fit your haul- 
age needs—from the 1929 64-page color catalog 
of over fifty body styles. 


Specify a Hercules body on your next truck 


HERCULES PRODUCTS, INc. 


EVANSVILLE, IND., U.S.A. 





The W orld’s Largest Builder of BETTER BUSINESS BODIES— Distributors Everywhere 
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Red uced 
‘Prices... 


MA More 
_ Complete 
-Imec.. «: 


Attractive 
New Fini sh eearee= 





] If low prices are a sales advantage Alert dealers who are determined to turn 
...then DAYTON Dealers will make a neat profit during the next 10 months 
money in 1929! and who are building their business on a 


If lete |i _* sound foundation will want to know all 
2 ORNS Tine GES TENNY GIN about the DAYTON line and what it offers. 


well pumps are what is needed... Write or wire today for the new catalog 
DAYTON Dealers will be “in” on every job. and price list. We'll reply promptly. 


3 If an attractive and appeal- 
ing finish which covers a 
thoroughly dependable prod- 
uct will turn the trick ...Watch 
DAYTON Dealers step on it 
this year! 


The Dayton Pump & 
Mfg. Company 
DAYTON, OHIO, U.S.A. 


The new DAYTON Catalog. . 
Complete description of all 


models. Send for it. 
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NE of our friends in the trade 
recently stated that he could 
almost afford to install some 
‘“Richardson’’ Round Boilers 
without charge! Many of his in- 
stallations, it seems, have brought 
so much additional business in 
the neighborhood that the first 
profit was the smallest item in the 





transaction. 

This has always been the experi- 
ence of dealers who believe in the 
square deal to custemers repre- 
sented by the low ratings of 
‘Richardson’? Steam and Hot 
Water Boilers. Every boiler sold 
becomes its own spokesman. 


In figuring yeur next job, use 
the modern method. Ask yourself 
whether the boiler you are speci- 
fying is a one-profit boiler or a 
business getter. There can be 
only one answer if the order is 
made out to the Richardson & 
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“RICHARDSON” Round Boiler y 7 ‘ 
for Steam, Hot Water and Vapor Boynton Company ; 


This Company believes in utmost protection to the dealer—the logical link between factory and consumer. 


Ricuarpson 6 Boynton Co 


Manufacturers of ‘‘Richardson’’ “ Perfect’? Heating and Cooking Apparatus Since 1837 
260 Fifth Ave. New York City 


New York Utica Newark Philadelphia Boston Chicago Buffalo Minneapolis Cincinnati Pittsburgh Detroit Providence 








Mention Domestic ENGINEERING when writing advertisers. 
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in the old days 
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You know how the constant drip, drip. drip of water 
upon the head of a person was used for torture pur- 
poses in the old days. Nerves were shattered quickly, 
insanity and death followed. 


This manner of punishment was one of the worst ever 
devised by man. It was quickly tabooed in civilized 
countries but in this day of great effort for comfort and 
quiet in the home, we still find dripping water from 
leaky ball cocks torturing people, keeping them 
awake at night and embarrassing them. 


A leaky ball cock today is just as nerve-racking as the 
incessant drip, drip, drip of the torture device of other 
days. You can stop this. however. stop it effectively 
and for all time by installing Sherwood Ball Cocks 
they cannot leak. 


They close against any city water pressure without 
whistling or gurgling. Shanks of various lengths and 
sizes available if desired 


From your jobber 


SHERWOOD BRASS WORKS 


Jefferson and Mt. Elliott Aves. Detroit, Mich. 
Representatives: 


J. A. Riordan Co.. Inc . 1600 E. 7th St.. Los Angeles 
303 Colman Bldg.. Seattle 
E. S. Thompson, 2401 Chestnut St., Philadelphia 
Fred G. Hoffman, 831 Edgewood Ave.. Trenton, N. J. 
Fred S. Wilsey, Plymouth Bldg... Minneapolis 
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These are the reasons 
for the instant popu- 
larity of the new Cli- 
max Drainer. 


Simple in Construction 
Easy to Install 
Compactly Designed 
No Adjustments 
Efficient Operation 


Most Economical ) 
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The valuable time of 
the master plumber isn't 
needed to install a new 


Model Climax Cellar 


Drainer—nor to make it 














work perfectly in surpris- 
ingly short order. Designed 
and priced for quick sales 

quick installation — custo- 
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mer satisfaction— profits 


Drainer 


IM PLE 
N _ONSTRUCTION 





~ the new model CLIMAX Cllar Drainer/ 


Send your helper out with easily set up and connected— 
one of these new Model quiet, satisfactory performance 
Climax Cellar Drainers—he for every installation. Simple 
cant go wrong in putting it in. in construction—most efficient 
It's so simple 1 in construction! in operation— unconditionally 
No need for blueprints, dia- guaranteed—the new Model 
grams nor detailed directions Climax Cellar Drainer is a new 


to follow— just the picture is source of generous profit to 


enough. 


No springs, pistons, motors, 
nor other delicate parts to 
adjust -no intricate httings to 
make. Quickly put together ” 


plumbers everywhere. 


Get a catalog, prices and 
discounts today. Cash in on 
an item priced for quick sales 
and good margins. 





Manufactured by the makers of the nationally 
known Climax Test Plugs for high or low pressure 
water, gas or steam lines and all types of pipe. 


THE C. M. 


MANUFACTURERS 


eMF ura. Co. 


ANO PATENTEES 
405-415 E OLIVER ST. 


BALTIMORE, MD..U.S.A. 


Atlanta, Georgta—J. M. Butts & Co., 733 Healy Building 
Philadel phta, Pa.—Derbyshire, Mack — Inc.. 
Jelaware Ave., and South § 
Boston, Mass.—G. B. Philhower, Jr., T32 “Stuart St. 
Cle ——_ Ohto—John W. Stiles & Son, 700 Pros ct-F ourth Building 
Chicago, Tu. —Oscar Cc Anderson, 1146 Lake St. 
St. Louts, Mo.—W. F. Har &- 3733 Lindell Bivd. 
San Franctsco, Caltf.—Wrm. P. iorn C 0., 58 Federal Street 
Los Angeles, C ‘altlf.—Wm. P. Hore Co. - 509 Willcox Bidg. 
Seattle, Wash.—Wm. P. Horn . L. C. Smith Bullding 


the New Model Climax 
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DUTCH BOY 
SOLDER 


When you buy Dutch Boy 
Solder, you can be sure 
of getting the same com- 
position each time. Every 
bar, every ingot, is num- 
bered to denote its grade. 
For example, Dutch Boy 
No. 111 is a guaranteed 
“half and half” (50% tin 
and 50% lead). There’s a 
composition in the line 
for every soldering pur- 
pose including No. 888 
for wiping. 
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Dutch Boy trade-mark and our 

name now stamped on all 

National Lead pipe. Correct 
weight per foot assured. 


OW—an easy way to recognize 
lead pipe of highest quality— 
lead pipe with proper wall thickness— 
with correct weight per foot. National 
Lead pipe is marked every 9!4 inches 
throughout its length with our name 
and the Dutch Boy trade-mark. This 
stamped-in marking Is your assurance 
of a uniform, dependable, standard 
product. 

For years, the longest-last- 
ing plumbing jobs have been 
lead pipe. Now, with this 
trade-marked, full-weight pipe 
you can be surer than ever of 


Identified 
LEAD PIPE? 












doing work that is trouble-free. Lead 
pipe never rusts, never clogs with 
rust-scale. You can use smaller pipe, 
and still insure a permanent, adequate 
water supply. 

Lead pipe is flexible. In installing 
it, you can string it like wire, and 
make bends without the use of elbows. 
It comes in any length you need — 
requires few joints to complete a 
piping system. 

When you want to do a job that 
won't develop leaks or trouble—urge 
vour customers to install lead pipe! 


7 : A 


National Lead Company, New York; Baltimore; 
Buffalo; Chicago; Cincinnati; Cleveland; St. Louis; 
National-Boston Lead Co., 800 Albany St., Boston; 
Georgia Lead Co., East & Bishop 5Ste., Atlanta; 
Gibson & Price Co., 615 Swetland Blvd., Cleveland; 
National Lead & Oil Co. of Pa., 316 Fourth Avenue, 
Pittsburgh; John T. Lewis & Bros. Co., Widener 
Bidg,, Philadelphia 


NATIONAL LEAD COMPANY 
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Catalog Sheets for 


Below is a list of manufacturers whose loose catalog sheets will be furnished by 


99 


‘‘Domestic Engineering,’ upon request, to Plumbing and Heating Contractors who 
are equipping loose-leaf binders. 


These sheets are reprints of catalog pages appearing in ‘‘Domestic Engineering 
Catalog Directory.’’ They conform to the standards adopted by the plumbing and 
heating industries, as to page size, punching and weight of stock. ‘‘Domestic Engineer- 
ing’’ also handles the Speedlok binder which is especially designed to hold standardized 
sheets. The price of the binder is $3.00. 


If you are assembling a working catalog from standardized catalog sheets, write 
Domestic Engineering Co., 1900 Prairie Avenue, Chicago, on your letterhead, giving 
the names of concerns listed below whose lines you are interested in, and we shall be 
glad to send you the sheets without charge. Further information about loose sheets or 
binders furnished upon request. 
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MAKING THE MOST OF THE BIG JOBS 


No more efficient, economical or 
enduring way to handle a big piping 
job than the “TOLEDO” tools 
driven by “TOLEDO” power drives. 


The portable, easy to handle ““TO- 
LEDO” tools instantly become swift, 
highly efficient, production power 
machines under the driving force of 
“TOLEDO” power drives. Slip the 
power drive on the pinion of a 
“TOLEDO” tool, snap on the switch, 





and you have the quickest and surest method of making a perfect pipe connection. 


“TOLEDOS” cut the pipe off square and produce the smooth, long, tapered 
perfect thread that assures a life-long tight joint. 


“TOLEDO” tools operated by “TOLEDO” power drives cut off 2-inch pipe in 
20) seconds, thread it in 18 seconds; cut 4-inch pipe in 65 seconds, thread it in 2 
minutes; cut off 8-inch pipe in 2 minutes and thread it in 314 minutes. 


You will find no method as fast and as certain of a perfect 


connection as “TOLEDO” tools operated by “TOLEDO” 
Portable power drives. Thousands 
from experience that there is no other way of handling the 





contractors know 


job as eco- 


large piping 


nomically, 
efficiently or 
satisfactorily, 
for contractor 
or building owner alike. A post 
card brings you further infor- 
mation and net prices. 





YOU WILL DO THE JOB BEST WITH 


"TOLEDO 


THE TOLEDO PIPE THREADING MACHINE CO. 


TOLEDO, OHIO 


New York Office: 72 Lafayette St. 


Mention Domestic ENGINEERING when writing advertisers. 
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Who Is the ‘‘Man Friday”? 


We have used the phrase the “Man Friday” in these 
columns to denote the man who 1s in business as a con- 
tractor only because he has a kit of tools and the use 
of a wholesaler’s capital. Yet we do not want to seem 
lacking in our understanding of credit problems. 

We recognize the fact that the extension of credit 1s 
a delicate operation. It involves the personal as well 
as the financial equation—the moral as well as the ma- 
terial risk. We do not doubt that some discrimination 

is necessary in the case of a man who 
A Delicate presents himself for the first time for 
Problem credit, having recently gone into busi- 

ness for himself. No wholesaler wants 
to turn him down arbitrarily. He may have good stuff 
in him. He may be destined to be a big success. He 
will not, of course, fail to remember with gratitude the 
wholesale: who first helped him with credit. These 
considerations on the part of. the wholesaler are entirely 
legitimate when a newcomer presents himself with a 
request for credit. 

But we do feel that a reasonable course 1s possible. 
In the first place, we do not think the wholesaler should 
be the one to induce a man to go into business on the 
hasis of a job then under consideration. It may even 
he that the first request for credit will be granted, after 
consideration of the man’s financial standing and _ per- 
sonal integrity, with rather more stress on personal 
integrity than finances. But it is after that granting of 
the first credit privilege that the real problem, as we 
see it, arises. It is here that the course of unreasonable 
credit extension has commenced. That first job, on the 
basis of which the man goes into business, may have 
been altogether outside the man’s financial and technical 
abilities. If that were so, it is obvious that the whole- 
saler would be doing a kindness to the newcomer to 
discourage him at the outset. 

but suppose that the credit has been extended. The 
job is completed and the newcomer is unable to take 
up his account with the wholesaler. What purpose 
is served by permitting him to buy further material 

for still other jobs? It isn’t logical to sup- 
When to pose that, having lost money on one job, he 
Stop can make it up on another. He will only 

get into debt deeper and deeper. Better to 
charge off the loss on that first job than on two, or a 
dozen. 
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Logic indicates that the newcomer will become de- 
pendent upon the wholesaler, lose his independence, and 
be less well off than when he was a journeyman. He 
has become a wholesaler’s “Man Friday” because on 
his first or second job the wholesaler had not the cour- 
age to turn down the order. 

We recognize the reasonableness of the proposition 
that a credit man may make a mistake in the first 1n- 
stance. We cannot see the reasonableness of perpetuat- 
ing that mistake—nor can the industry now that it ts 
looking back over a long period of such policies. 


_ , a ue 
Fishing Trips — and Fixtures 

\ speaker at a recent state convention made a strik 
ing observation. “I do not believe,” he said, “that with 
all the precision instruments science has developed, 
there 1s one fine enough to measure the wear on a 
plumbing fixture in a vear.” It 1s, presumably, one of 
the arguments he uses in selling. It illustrates the type 
of idea which may be used to build up the value of 
what the contractor has to sell until desire for it is 
created in the prospect’s mind. 

The process of making a sale is fundamentally sim 
ple. Take an example outside of business. Three or 
four men, we will say. have decided to make a fishing 
trip. .\nother member of the group hesitates and 
raises objections. What* happens? The 
others begin to “work” on him. They How Sales 
point out that he needs a rest; that this Are Made 
is not a busy season; that a change of 
scene will do him good; that the cost will not be exces 
sive; that he will enjoy the fish dinners; and that he 
will work the better for having taken a little rest. He 
is, at last, persuaded. 

Now, your prospect 1s always that hesitant member. 
Ife is interested—but he isn’t sure he wants to buy. 
The good salesman goes to work to sell him fixtures 
as he would sell a friend the fishing trip. 

His success depends upon whether he can produce 
as many sales arguments in favor of the fixtures as of 
the fishing trip. If he has thought about and studied 
his products, he will do what he did with his friend 
concerning the fishing trip. Statement by statement 
he will fill the prospect’s mind with the desirability of 
the fixtures until desire becomes strong enough to 
eliminate the hesitation about buying. 


The average man finds no difficulty in producing a 
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series of highly effective arguments in favor of a fish- 
ing trip, or a day of golf. If he has given some thought 
to his products and services he can transfer his sell- 
ing enthusiasm from the field of sport to the field of 
business and will find himself striking off effective 
ideas like the one at the beginning of this editorial. 


Where Improvement Is Needed 


We have taken the position that unreasoning criticism 
of the plumbing and heating contractor has clouded the 
fact that the retailers of this industry are on a par with 
those of other industries. We cited the recent Depart- 
ment of Commerce report covering all retailers in ten 
or eleven cities. The results of that survey were sub- 
stantially the same as “Domestic Engineering’s’” own 
survey of our industry in nearly forty cities, showing 
that our retailers are holding their own in comparison 
with other industries. 

At the same time we recognize the need for an educa- 
tional program which will bring a greater number of 
men into the ranks of the efficient retailers. We under- 
stand quite clearly that we do not have a body of re- 
tailers one hundred percent perfect. That’s why we 
carry in each issue the “Plumbing and Heating Mer- 
section, and the sales helps in our “Retail 


’ 


chandising’ 
Advertising Service.” 

Our warning was voiced against the kind of criticism 
which has been prevalent and which was so lacking in 
discrimination that so sweeping a statement as “The 
plumber is no business man” could go unchallenged. 
The man who makes that statement proves himself a 
poor observer and, possibly, “no business man,” for 
certainly one of the marks of the good business man is 
an accurate knowledge of his industry. 


The Root of Modern Business 
Problems 


A great deal of ill-feeling might be eliminated and 
a solution of some modern problems more quickly ar- 
rived at, if there were a better understanding of the 
source of many of them. 

Many of our modern problems are incidental to the 
key fact of modern industry—mass production. It is 
the pressure of mass production which has caused price 

difficulties ; which has brought too many units 
The into being in the wholesaling and retailing 
Root branches of most industries ; which has intensi- 

fied competition and so caused the “buying” of 
contracts; which has caused one branch of an indus- 
try to finance another branch; which has given rise to 
direct selling by manufacturers and through mail order 
houses; which has caused loose credit extension to 
secure orders. These and a number of other practices 
arise out of the pressure of mass production on our 


distributive system. 
It is difficult for Bill Jones, a local contractor, to 
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understand why Bill Smith, a competitor, underbids 
him on one job. Bill Smith finds it difficult to explain 
why Bill Jones goes out after his scalp on another con- 
tract; and they are agreed in condemning their local 
wholesaler for accepting an order for material, to be 
installed by a newcomer in the business, on the owner’s 
guarantee. 

So they fight each other when the thing they need is 
co-operation. Each is being subjected to the irresist- 
ible push of mass production, and until they get to- 
gether with some understanding of what is 
happening to them, make a study of local What Js 
market conditions and come to realize that Needed 
co-operative, intensive selling 1s the way 
out, they'll go on fighting in futility against economic 
laws, although each will see only the face of the other 
fellow when he hits out. 


OBSERVATIONS 
by Our Readers 
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Editor, “Domestic Engineering.” —My idea of mer- 
chandising in connection with our business is for a 
proprietor and his assistants to first organize a cam- 
paign of mixed advertising portraying the various kinds 
and varieties of goods on hand. Then when people 
come to you with inquiries see that they get the proper 
answers backed up with a sales talk. A man can sell 
closet seats, closet tanks and complete closets, sink 
faucets, traps, complete modern sink outfits, new bath 
outfits, etc., if he tries along that line. 

Merchandising is selling of fixtures, material and 
installations in almost any fair legitimate way, not for- 
getting ethics. Trying to make a profit on a very large 
volume at a very small margin is all wrong and hurting 
the entire industry. A moderate amount of business 
at a fair and equitable profit, will make as much money 
and leave something for the other fellow to live on. 
And a good way is not to try to compete with the 
price cutter but to actually sell customers something 
good at a reasonable profit, then create new business in 
old places by showing folks what they need. 

(Signed) E. B. Clayton, President, 


Denver Master Plumbers Association. 
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Editor, “Domestic Engineering. 
reprint from your editoria] pages relative to the ques- 
tion “What Is Merchandising?” 

We believe, according to the last paragraph of thie 
editorial, that you are working along the correct line so 
that in your editorial columns contractors, wholesalers. 
and manufacturers will have the opportunity of ex- 
pressing their views. 

This in addition to the study made by your Staff we 
believe will greatly clarify merchandising plans among 
all concerned. 

Lawrence, Mass. Watts Regulator Company, 

(Signed) B. E. Horne. 
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The Alhambra Theater, Sacramento, Calif.—an example of the interesting architecture with which designers in that locality 
combine practical ideas for use in theaters 


Heating, Cooling and Ventilating 
Modern Theaters 


A description of two popular types of air conditioning 
systems as used in present day motion picture theaters 


ODAY we are entering upon a new era—the appli- 
cation of air conditioning to the finer public build- 
ings. If we pursue the instance of the theater, with 

which this writing is chiefly concerned, we have a splendid 
example from two angles. From the public’s point of view 
air conditioning is desirable because it means health and 
comfort, especially in the summer, though no less in the 
winter. From the exhibitor’s viewpoint it means a profit- 
able investment of dollars which will yield a handsome re- 
turn, because the box office quickly reflects the pleasure 
and satisfaction of the patrons whose health and comfort 
are always protected by air conditioning. From the point 
of view of the heating contractor, it is another profitable 
type of work, and one which more and more contractors 
are adopting. 

There are really two separate problems in the proper 
conditioning of the theater; that of heating, humidifying 
and ventilating uniformly, without drafts, in winter; and 
that of cooling, dehumidifying, and ventilating uniformly, 
without drafts, in summer. The summer problem has re- 
ceived much more attention (though it is no more impor- 
tant to the public) than the winter, for the public is less 
used to improper summer conditions. 

There was a period when carloads of propeller-type fans 
were installed in movie houses of all sizes and descriptions. 


Practically, these fans did* nothing except partly relieve 
the foul and heated air of the theaters by drawing in the 
dirty, and nearly as hot, or hotter, air from the outside. 
Psychologically, however, these fans, for a while worked 
very well. They fooled the public, because the public is 
easy to fool, for a while. These fans fooled people because 
they were very cleverly installed. They were arranged 
to exhaust from the roof-line, and the principal opening 
provided for the incoming outdoor air was through the 
comparatively narrow entrance-way. Thus there was set 
up in this entrance-way a draft, which deluded the patrons 
into believing the theater well ventilated. There are such 
entrance-ways in which the draft would lift a hat, and yet, 
inside, the temperature would range well up into the nine- 
ties, and the air would be humid and foul past believing. 
The air conditioning—heating, cooling, ventilating—of 
the modern motion picture theater is a technical problem 
requiring, for its proper solution, a long and broad experi- 
ence. The very nature of the building— its size, as a sin- 
gle enclosure; its great cantilever balcony overhanging 
the main floor; the tall opening of the proscenium; the 
fact that it is occupied for twelve hours every day,—ren- 
ders the design of adequate air conditioning equipment ex- 
tremely difficult. The heat from myriads of lights must 
be counterbalanced and removed in summer, utilized in 
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winter. The apparatus itself must be placed in difficult 
places, so that it will not interfere with the design and 
decoration of the building, or occupy valuable space. And 
the greatest care must be used to make the entire system 
noiseless. The system must be designed to afford uniform 
temperature and relative humidity, and uniform ventila- 
tion, without the slightest perceptible draft anywhere in 
the vast enclosure. 

Following are descriptions of the air conditioning sys- 
tems in two theaters, each representative of a distinct 


theory in theater air conditioning. 


COMFORT IN A LARGE NEW YORK THEATER 


O GLORIFY and complement the grandeur of the 
TT Paramount Theater in New York City, the builders 
incorporated modern and effective air conditioning equip- 
ment. This mechanical equipment supplies to the theater 
that conditioned air, upon which depends the health and 
comfort of its patrons. 

Outdoor air is drawn into the conditioning machines by 
means of great fans. Therein it is washed clean of all 
impurities, by means of water sprays and, regardless of 
external weather conditions, its temperature and moisture 
content, or humidity, are brought to those precise values 
most conducive to health and comfort. In winter, the air 
is heated and moistened, to avoid the depressing, unhealth- 
ful effects of the too-dry winter air. In summer, the air 
is cooled and dehumidified, that is, relieved of some of 
its moisture, and made free from the oppressive stuffiness 
of too-humid air. 

In summer, air conditioning (1) cools the scorched air, 
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(2) relieves it of that excess moisture which causes that 
suffocating depression and discomfort (‘‘It isn’t the heat, 
it’s the humidity,’’) and, coincidentally, (3) washes it 
clean of its impurities. This is accomplished by drawing 
the air through a conditioning machine in which it passes 
through a dense, finely-divided mist of clean water, cooled, 
by means of refrigeration, to the desired temperature. In 
this system the properly conditioned air from the condi- 
tioning machine is projected horizontally into the audi- 
torium near the ceiling, and, by means of the ejector prin- 
ciple, caused to spread evenly over the whole upper area 
of the theater, mingling with the air already occupying 
the space. Thus, way above the heads of the audience 
there occurs an admixture of the entering and present air. 
Then the upper blanket of conditioned air begins to move 
downward. In this progress, the cooler air from the con- 
ditioning machine absorbs the outer heat transmitted 
through the building walls and roof, and the heat emitted 
by the occupants of the seats,* finally being brought up 
to the desired resulting temperature, before it encounters 
the persons in the seats. Also in its downward movement 
the air ‘‘picks up’’ some of the moisture given off by the 
occupants, and reaches its desired resultant humidity con- 
dition before it comes in contact with those in the seats. 

As the air becomes warmed above the ideal temperature, 
and moistened above the ideal humidity, through contact 
with the occupants of the seats, it is removed from the 
auditorium through openings at the floor line, to be re- 
placed by fresh, new, conditioned air from above. 


*This is much more than the average person suspects. The 
normal 150-lb. adult, sitting at ease, as in a theater, emits 
about 400 B.t.u. per hour, which is, roughly, 
equivalent to the heat emitted by a 100-watt 
electric lamp! Visualize the condition in a 
theater,—-with a 100-watt lamp glowing 
brightly in every seat! 


The Tivoli TVheater, another 
example of a modern theater 
with large air conditioning 
apparatus 
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In Winter they obtain the same results, produced by the 
same conditioning machine, though the problem is re- 
versed, and the spray water is heated instead of cooled. 
Hence the refrigeration is shut off and steam turned on 
the heaters. A unit heater is used to temper the entering 
outdoor air, which then enters the spray chamber, where 
the warm mist humidifies it, adding moisture enough to 
establish the required condition. Outdoor winter air con- 
tains almost no moisture at all (though it may be sat- 
urated at its low temperature) and, when heated to an 
indoor temperature of, say, 70 deg., becomes so dry that 
it is unfit for breathing, causing that stuffiness that makes 
the head feel compressed, the nose dry and the throat 
tickled and parched. Insufficient humidity, in heated win- 
ter air, results in dull lassitude, headache, smarting 
eyes, and is one of the primary causes of our common 
winter ailments,—head-colds, coughs, grippe, bronchitis 
and the like, and is thus, uncomfortable, depressing, irri- 
tating, and dangerous to health. On the other hand, prop- 
erly humidified air, held at the correct temperature and 
distributed uniformly, without local overheating or drafts, 
is comfortable and entirely healthful. 

Thus nothing is left to chance or to the vagary of the 
weather. The temperature and humidity inside the thea- 
ter is created by the equipment, independent of external 
conditions, winter or summer, drouth or deluge. The air 
reaching the lungs of the occupant is clean, conditioned 
air. 

The air conditioning system in the Paramount Theater 
embodies conditioning machines, with their hundreds of 
water sprays cleaning, humidifying or dehumidifying the 
air, steam heaters for winter service, and two separate 
units of refrigeration, for summer service. 


CONDITIONED AIR FURNISHED CALIFORNIA 
THEATER PATRONS 


HEN architects prepared the drawings for the Al- 
WW hambra Theater, Sacramento, Calif., they were 
cautioned by the owners to be certain that they provided 
the theater with a heating and cooling system which would 
give the house an even temperature the year around. That 
was more than two years ago. Today this theater is at- 
tracting nation-wide attention not only for its original and 
modern adaption of Moorish architecture, for its beauti- 
ful sunken gardens, attractive oil paintings in its lobbies, 
but for its modern heating and cooling equipments as 
well, 

The architects and engineers studied at length before 
deciding on the type of plant to provide for the heating 
and cooling of the new playhouse, bearing in mind all the 
time that Sacramento’s winter days have an average tem- 
perature of around 50 to 65 degrees, and that during the 
summer the thermometer hovers around 90 and 100 de- 
grees. To provide an interior air supply that would be 
cool in summer and warm in winter was the problem. The 
engineers finally decided upon a system that keeps the 
theater at slightly less than 75 degrees. When the sun is 
shining brightly outside, and the thermometers in all parts 
of the city are registering 100 degrees or more, the audi- 
torium of the theater is comfortably cool, but not cold, 
and when a heavy north wind is blowing down Alhambra 
Boulevard, and overcoats are needed, the air of the theater 
is warm, but not too hot. 


The cooling and heating system is almost human, know- 
ing just how cold to make the theater and how warm to 
keep the air, halting its work when it gets too hot or too 
cold, and always staying at a steady temperature. To ac- 
complish this the engineers installed a combined héating, 
ventilating and cooling plant. The heating is done by 
steam, generated in a low pressure steel boiler, which is 
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The above theater, the Chicago Theater in the city of that 
name, is one of the first large motion picture theaters in the 
world 


operated by a low pressure oil burner. The heating plant 
is located in a specially designed room in the basement of 
the theater. 

The auditorium portion of the building is heated, cooled 
and ventilated by a mechanical system of air supply and 
exhaust. The air is heated through direct steam heaters 
during the winter, and is cooled in the summer months 
by a double spray air washer. There are a total of 240 
sprays in this system. Direct steam radiation heats the 
dressing rooms, lobby and other small rooms. 

Approximately 30 cubic feet of air per minute for each 
of the 2,000 seats in the theater is drawn through a main 
fresh air inlet shaft from the roof, passed through the air 
washer sprays, and then through heating stacks, and de- 
livered to two plenum chambers, one under the main audi- 
torium floor and the other under the balcony, from each 
of which the air passes through smalP mushroom open- 
ings under the seats. The exhaust air passes out through 
large screens in the ceiling, under the balcony and also 
from the main ceiling. Two fans handle the fresh air sup- 
ply amounting to 57,000 cubic feet of air per minute. One 
fan delivers its air to the main plenum chamber under the 
auditorium, and the second sends its air to the space under 
the balcony. 

The exhaust air, amounting to 56,000 cubic feet per 
minute, is handled by two large exhaust fans, one remov- 
ing the air from the pocket under the balcony and from 
the rear of the auditorium, and the second drawing from 
the attic space, which is provided with openings through 
the main ceiling into the auditorium. 

Two separate fans, one for supply and the other for ex- 
haust, are provided for the projection room. Each fan is 
six feet in width, and handles 1,500 cubic feet of air per 
minute. The air washer through which all of the fresh 
air supply passes, consists of a double bank of spray, which 


(Continued on Page 77) 
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Article No. 1 


Figs. 1 and 2 


SOMETRIC 
and the Heating Contractor 


By H. T. 


HE MOST nearly exact of all mechanical drawings 

is the combination of plan, elevations and cross sec- 
tions, all drawn to the same scale and placed on the 

sheet in proper relation, one view with the other. All 
building plans, all machine designs, all mechanical instal- 
lations employ this method and every reader is familiar 


with the well known 
“first floor plan,’ 
“second floor plan,”’’ 
“front elevation” and 
“cross section.’”’ 


There comes a time, 
however, when the idea 
which the drawing is 
endeavoring to express 
is easier to grasp if a 
view approaching that 
of a perspective or 
photograph is used. 
The reason for this is 
that a piece of paper 
is perfectly flat and in 
making a drawing on 
a “‘plane’’ or flat sur- 
face, only lines run- 
ning parallel to the 


HALL 


surface of the plane can be shown in their true length 
Limitations of (rdinary Drawings 

We all know that on a floor plan, the risers are all 
Shown simply as dots (see Fig. 1) because the riser runs 
perpendicular to the paper in the plan view. When, how- 
ever, another view is made in the shape of an elevation 
(see Fig. 2), then the risers appear in their true height 
and we have a riser 
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diagram. 

Thus it will be seen 
that with the ordinary 
method of drawing at 
least two views are 














necessary in order to 
show pipes running 
both horizontally and 
vertically in their true 
lengths. 





Now some years a£0 
a steamfitter of acumen 
thought up the idea of 
drawing a plan of a 
basement on which the 
basement mains rul- 
ning parallel to the 
surface of the paper 
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shown in their true length, and then showing his risers 
running at various angles around the sheet from the base 
ell at the bottom of the riser as illustrated in Fig. 3. 
By this means he was able to make one drawing do the 
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work of two and considerable draughting time was saved 
as well as tracing paper or cloth and blue print charges. 
Perspective Drawings 

There is still another kind of drawing called ‘‘a per- 
spective” drawing in which an object is made to appear 
as it would look in a photograph, or very nearly so. There 
is no limit to the number of perspectives which can be 
made of the same object, each one different as the as- 
sumed viewpoint is changed. Perspectives can be made 
of an object from any point which may be desired around 





fa . 





Horizontal Line 











Fig. 5 


the outside and at any level as may be desired. Owing to 
the fact that laying out a perspective drawing is a very 
complicated process and involves a lot of time and expense, 
it is not a suitable type of drawing to apply to mechan- 
‘cal work, although it is used to a considerable extent in 
architectural designs. For this reason it will not be dis- 
Cussed further in this article. 
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Other Types of Drawings 

We have now arrived at a point where it will be seen 
that the ordinary mechanical drawing involves at least two 
views in order to be clear and a perspective drawing de- 
mands so much complication in producing as to be im- 
practical. So a compromise is in order, and the result is 
an “‘isometric’’ drawing or an “oblique projection’ draw- 
ing. Like most compromises the result is not ideal, but it 
serves the purpose and conveys almost the same impres- 
sion to the observer as the true perspective. 

Almost the same, but not quite. We all know that, if 




















Fig. 6 


we look up a perfectly straight railroad track which van- 
ishes at the horizon, the rails will apparently approach 
each other until they come together at the ‘“‘vanishing 
point.””’ If we walked down the track to the ‘vanishing 
point,’’ it would be found that the rails had a gauge 
measurement of 4 feet 81% inches, the same as everywhere 
else. From this it will be seen that as objects and dis- 
tances recede from the eye they apparently grow smaller; 
actually, of course, they do not change in size at all. One 
can cover up a railroad train or an automobile with a 
penny if you hold the penny élose enough to one eye and 




















Fig. 7 
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close the other. Move the penny away from the eye 
and set it up on the side of the train or automobile and 


it is doubtful if one could distinguish it at all. 


This, then, is the chief difference between ‘‘isometrics”’ 
or ‘“‘obliques’’ and true perspective. It might be said, 
perhaps, that isometrics and oblique projections are me- 








12° 























Fig. 8 


chanically correct, but optically imperfect, whereas the 
perspective is optically correct but mechanically distorted. 


Isometric Drawings 


Now what is an isometric drawing? Let us see what all 
this talk is about anyway. In the first place an isometric 
requires that a corner and edge of the object be toward 
the observer. Assume, for example, a box 12 inches high, 
24 inches long and 20 inches wide, as shown in Fig. 4. 

















Fig. 9 


There are six sides on the box and twelve edges. As it is 
possible to make an isometric view with any edge desired 
toward the observer, there are twelve isometric views pos- 
sible, but usually only one view is used because everything 
desired can be shown in the one view. 

In an isometric all vertical lines on the object appear as 
vertical lines running from the top to the bottom on the 
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paper. All lines going toward the back, slope up at 39 
degrees from the horizontal lines running across the 
sheet from left to right, and all lines actually running 
from right to left or left to right slope up at 30 degrees 
from the horizontal lines, but in the opposite direction 
from the lines running toward the back. 

Construction of a Box in Isometric 

For example, suppose the box shown in Fig. 4 is to be 
laid out in an isometric and it is desired to show the top, 
front and end all as given in the three views included in 
Fig. 4. In order to do this it is necessary to turn the edge 
marked ‘‘A’’ toward the observer. As the edge ‘“A”’ is a 
vertical edge (in relation to the top of the box) the edge 
‘‘A”’ will be represented by a vertical line running from 
the top toward the bottom and in the middle of the sheet 
on which the drawing is to be made. 

This gives a line such as is shown at ‘“‘A’”’ in Fig. 5, the 
dotted horizontal line being simply to illustrate how the 
end and side of the box are erected on ‘‘A’’ and how the 
horizontal line determines the direction of the other lines. 


























Fig. 10 


Now some scale must be decided upon and all box meas- 
urements must be laid off with the same scale as the origi- 
nal line “‘A.’’ As the box is 12 inches high, if the line 
‘‘A’’ ig made 1 inch high, the scale will be 1 inch to 1 foot; 
if it is made 3 inches high, then the scale of the drawing 
will have to be 3 inches to 1 foot. Whatever scale is de- 
cided upon is not important so long as all of the isometric 
drawing is made on the same scale. This is just as im- 
portant in isometric drawings as it is in regular drawings. 

When looking at the edge of the box marked ‘‘A,”’ the 
front shows on the left hand side of the edge and the end 
on the right hand side. First the front of the box will be 
erected and for this purpose two parallel lines will be 
drawn toward the left, but at 30 degrees upward from the 
horizontal construction line, and on these two lines will 
be laid off at the same scale as used for erecting the edge 
A, the length of the front of the box or 24 inches giving 
points “B”’ and “C.”’ 

Similarly to the right and at an angle of 30 degrees up- 
ward from the horizontal construction line, lay off two 
more parallel lines to represent the end of the box. Meas- 
ure off on these lines and at the same scale the distance 
of 20 inches, giving points ‘“‘D’’ and “‘E.”’ 

The drawing now looks as shown in Fig. 6. If the draw- 

(Continued on Page 77) 
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Winning Examples 


of 
Lead Work Submitted 


in 
“Domestic Engineering’s”’ 
Contest 
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HE winning examples of lead work, which were sub- 
Tames in the ‘“‘Domestic Engineering’”’ contest, and 
which are illustrated on this page, are excellent testi- 
mony of the fine class of work that is being fostered in 
vocational trade schools throughout the country. 
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The work represented by the illustration to 
the left won first mention. It indicates the 
skill attained by the students of the Milwau- 
Kee Vveecational School, Milwaukee, Wisconsin. 
Below is the second winning entry, which was 
produced by students of the Ahrens Trade 
School Plumbing Department, Louisville, Ken- 
tucky 


























Charles E. Pfieffer, New York City; William Hughes, 
former secretary National Association of Master Plumbers, 
Detroit; William Gourlay, Jr., Detroit; J. B. Coffey, De- 
troit; J. F. Buerkle, Pittsburgh; F. W. Veith, Erie, 
Pennsylvania; L. J. Spaeder, Erie; G. M. Winston, Erie; 
C. F. Boyle, Buffalo; H. A. Westphal, Buffalo; A. J, Wood, 
Rochester, New York; M. T. Finn, Utica; Mr. Scharff, 
Utica, New York; and Norman Barsey, Detroit. 

In picking the winners, several features were consid- 
ered, chief of which were mechanical skill and neatness. 
Practicability, artistry and complexity of design were 
some of the final considerations. 






















The top view, prepared 
by the students of the 
Vocational Part Time 
Plumbing School of 
Youngstown, Ohio, 
Placed fifth 


Feurth place was won 
by the exhibit prepared 
by students under the 
instruction of M. J. 


Among the judges who voted upon the excellence of this 
work were Jere Sheehan, Jr., president, and E. L. Pen- 
frase, secretary, of the National Association of Mas- 
ter Plumbers, both of whom selected the work illustrated 
in the top figure as being worthy of first mention. 
The other judges also were men prominent in the plumb- 
ing industry and are as follows: F. W. Praechter, presi- 
dent Missouri Association of Master Plumbers; A. E. 
Roberts, Boston, Mass.; James G. Gillespie, Dorchester, 
Mass.; Robert A. LaCentra, North Boston, Mass.; Fred 
Brutschy, New York City; J. L. Murphy, New York City; 
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Miles, Johnstown, Penn- 
svivania, shown in the 
middle illustration 


The lower right picture 
was submitted by the 
Milwaukee Voce ational 
School and received 
third place 

















Farm Water Supply 


Systems in Germany 
By R. W. Miiller 


place in Germany in the construction of large and 
medium-sized water power plants for the generation 
of electric current for water supply and other purposes, 
electricity is not consumed to the extent which its advan- 
tages would seem to justify, due to a number of reasons. 

There are, of course, 
districts remote from 
sources of power and 
so thickly populated 
that construction of 
high tension lines to 
supply them would not 
present an economical 
proposition. On _ the 
other hand, there are 
a great many isolated 
farms situated at a dis- 
tance from the high 
tension lines that are 
compelled to dispense 
altogether with elec- 
tric current and the 
advantages it affords. 

Secondly, in many 

Fig. 2 cases where the main 

lines are within reach, 

the cost of connecting, which has to be done by the 

consumer in addition to charges for current, is frequently 
too heavy. 

Thirdly, it often happens that the cost of current is so 
high that, even in cases where the connections already 
exist, such savings in consumption have to be made as to 
prevent full use of electricity. 

Finally, electric current from a large inter-connected 
system frequently involves interruptions in service, which 
are naturally attended by serious results. 

All these disadvantages can be avoided by the installa- 
tion of small private water power units. 

So far as the erection of such a plant is concerned, a 
number of different possibilities present themselves. There 
are many small streams which could, if properly employed, 
produce energy sufficient to provide the necessary light 
and power for a parish or small district, and European 
manufacturers have paid special attention to the design 
and construction of suitable small turbines. 

In view of the fact that electrical firms are now in a po- 
sition to supply generators which will give constant volt- 
age over any desired range of variable speed, it is no 


T° SPITE of the constant development which is taking 














Fig. 1 


longer necessary for the turbine to be provided with a 
speed governor. This, usually, results in very big reduc- 
tions in the cost of the plant, and units can be erected 
which require no skilled attendance and can be looked 
after entirely by unskilled labor. 


For heads of from 1.50 to 12 metres (1.23 to 13.15 
yards), small spiral turbines (standard range 1/°% to 55 
horsepower) are employed, these being preferably of the 
vertical type for direct coupling to the generator. This 
type insures the most economical use of the available 
water supply and reduces mechanical losses to a minimum, 
and, in order that the runner may be inspected and cleaned 
when required, the design provides for quick dismantling 
and re-erection. 

The water consumption of these spiral turbines 
can be adjusted to the power demand by means of hand- 
regulated guide vanes, thus effecting the highest degree of 
water saving. One small turbine can be installed under 
the most primitive conditions and at the lowest cost, as 
there is no necessity for expensive constructional work. 
Fig. 1 serves to indicate the simple form of layout that 
can be adopted. Generally speaking, the pipe line will be 
very short and inexpensive and foundations are not re- 
quired, the straight draft tube being very easily built in. 
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Fig. 4 


Fig. 2 shows such a unit, giving 8 horsepower at 1,00! 
r.p.m., with a water consumption of 200 litres per second 
(a litre is a little more than a quarter of a gallon). 

In the case of higher working heads, and especially 
where the flow is very small, this turbine becomes unsult- 
able and a Pelton wheel (standard range 1 to 72 horse 
power) is used instead, Fig. 3 showing 4 standard sizes. 
In the case of this type of turbine it is frequently impos 
sible, owing to the lower speed, to couple the generator 
direct, and belt drive has to be employed instead. These 
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turbines can be regulated by hand by means of a needle- 
jet, which enables the flow to be controlled accurately. 

The installation in this case is also a very simple mat- 
ter, as the turbines are erected at the factory and deliv- 
ered aS a complete power unit. What has already been 
said in regard to the water supply for this turbine also 
applies equally to the Pelton wheel, except that, owing to 
the higher head, the pipe line is longer, but the reduced 
flow permits the use of pipes of much smaller diameter. 
Fig. 4 illustrates a power plant of this type. 

These small turbines provide means for the development 
of practically any source of water power. A private water 
power plant renders the rural dweller independent of a 
supply of water from outside sources, and enables him to 
employ electric power to the fullest extent without being 
involved in special additional expenses. Not only is the 
electricity used for water supply, heating and cooking of 
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all kinds, but can be used for charging batteries for elec- 
trically-propelled vehicles. 

By these means, not only are general living and work- 
ing conditions greatly improved, but also much work can 
be done by electric power instead of by manual labor. In 
addition to the above, a very important use for the small 
spiral turbine with generator relates to the lighting of 
existing power plants. It frequently occurs that, in the 
case of medium sized plants, it is necessary for the main 
units to run during no-power period, in order to provide 
current for lighting purposes. This involves heavy con- 
sumption of water, as the large turbines naturally have a 
low efficiency at the necessarily light load, while further 
expenses are entailed owing to the presence of the operat- 
ing staff being required. In this case also the use of a 
small unit effects such important economies as would 
quickly pay for its first cost. 


Cost Accounting for the Contractor 


By J. J. BERLINER 


N THESE days of keen competition, it may safely be 
said that the master plumber finds it absolutely neces- 
sary to keep accurate accounting records of his busi- 
ness affairs, and to establish such an accounting system 
that contracts shall not be taken on at a loss. Number- 
less failures in all lines can be traced to an inefficient sys- 
tem of recording costs, and if not complete failure, the 
concern lacking this essential will never forge ahead or 
show any increase. This kind of a concern must consider 
itself fortunate if it produces a living wage for the owner. 
There are a great Many men who are interested in cost 
accounting, but have the idea that the object of cost ac- 
counting is to secure reliable records of labor and mate- 
rial expended on any piece of work, together with the just 
proportion of the indirect expense incurred. In other 
words, the impression is that cost accounting relates to 
costs of construction only. <A cost accounting system de- 
signed with this idea and limited in its scope to this field 
would fall short of the true functions of cost accounting. 


WHAT IS COST ACCOUNTING? 

N ITS broader sense, cost accounting may be said to be 
| that branch of accounting which treats of the cost of 
operation and the maintenance of industrial concerns, as 
well as of cost of its contracts. 

From the simplest to the most complex system, the basic 
principles are the same. That is to say, all expenditures, 
whether wages or material, are divided into three classes: 

1. Those caused by the ordinary operations of the con- 
cern and which cannot be charged directly to the cost of 
any particular contract. 

2. Those found necessary or advisable to keep the plant 
or equipment in proper state of efficiency. 

4. Those which are a direct part of the construction 
cost. 

The first two are expenses, the latter expenditures, the 
actual cost of the output being the sum of the three. 

One of the first essentials in the keeping of a cost rec- 
ord for the contracting business is to provide for a 
thorough classification of expenditures, subdividing as 
each different concern may desire, to determine exactly 
the character and amount of the expenses of constructing 
any piece of work, which will cover the material, labor and 
Operating expenses. Of the three elements of production 


cost, expense is undoubtedly the most difficult to deter- 
mine accurately. Even when this is accomplished, the 
end in view is but half attained. 

The cost of labor and material stand out clearly. The 
burdens of expense made up from various sources are not 
clearly seen and will at times not seem worthy of consid- 
eration. Yet the weight of the expense burden is in all 
cases the factor that causes failure to show a deserving 
profit. 

Some master plumbers may question the adoption of a 
cost system thinking perhaps that it will disturb their 
present accounting, or cause unreasonable disturbance in 
their operations; that it may interfere with workmen's 
time and it will need revising the present system of book- 
keeping. On the contrary, it is system and organization 
which enables a firm to secure the best from its work- 
men. It may take some time to show any perceptible or 
satisfying results, but when once under way a study of the 
principles will become a pleasure and an ever widening 
field for serious investigation. The data collected will 
prove valuable and interesting. The introduction of a 
cost system will materially depend upon the master 
plumber himself. The best cost system ever devised can 
have its working seriously impaired by the failure to re- 
ceive the active and painstaking support of the owner or 
owners. It must always be intelligently and faithfully 
carried out. Weakness, indifference or carelessness in the 
shop management will, from the very first, be brought to 
light by a cost system, and if the master plumber is a party 
to such fault and permits laxity in the detail reports, he 
will have himself to blame for its complete failure. 

The cost accounting system should be designed in ac- 
cordance with the volume of business and work performed. 

nvery master plumber can obtain the services of some one 
thoroughly familiar with accounting systems to go over 
his system and give the proper advice needed. Every mas- 
ter plumber should give the subject of cost accounting 
careful thought and consideration, even though he may 
have some system already in use, to see if by chance it 
cannot be perfected or improved upon. 

If cost keeping accomplished nothing more than to put 
a check on waste and loss in handling materials, that alone 
would justify its installation. For in a cost accounting 
System, no matter how simple, it is absolutely necessary 








to keep complete records of all material being sent out to 
any particular contract. 

Overhead expense is the bugbear of the cost accountant. 
It is the great cause of all the difficulties in cost finding. 
It is materially part of the construction cost, and still an 
elusive, intangible part showing in results, but not fully 
seen; always present but difficult to trace. It is the un- 
certain element, and at best is but an approximation. 

When a master plumber stakes his chances of profit 
and loss upon a guess as to what his operating costs will 
be, he literally becomes a gambler. He not only jeopar- 
dizes his own interest, but also the interests of his com- 
petitors, who, at times, strive to meet his frequently im- 
possible prices. The interests of the trade at large are, 
by such actions, being demoralized. 

The average overhead expense in the conduct of a 
plumbing business as computed from a number of plumb- 
ing concerns seems to be about 19 to 20 per cent. Based 
on this, a simple way of figuring an estimate on a contract 
would be as follows: Suppose the overhead expense is 19 
per cent and a 10 per cent profit is desired. Say the ac- 
tual cost of labor and material amounts to $125. The first 
step is to add 19 per cent and 10 per cent and deduct it 
from 100 per cent, leaving 71 per cent. Divide cost of 
labor and material by 71, which gives us approximately 
$176. This should represent the bid for that piece of 
work. If this method is followed carefully, the master 
plumber will find at the end of the year a nice surplus 


instead of a possible loss. 


A SIMPLE COST SYSTEM 


HE following cost system is a very simple one, con- 
T sisting of but one combination time and charge sheet 
and two books, cash book and journal, and has been used 
successfully by a number of master plumbers. 

The daily time and charge slip of the usual design is 
used for both day and contract work. At the left hand 
side provision is made whereby a complete record can be 
kept regarding the workman’s activities throughout the 
day to within a half hour. Then the second column has 
to be filled in by the workmen with the name of the cus- 
tomer and location of the job. The large center space is 
used for giving a free description of the work undertaken 
and the amount of material used. The last three columns 
relate to price, and when the charges are finally totalled 


comparison can be made with the contract price entered , 


in the final column. All of the slips are made out in full 
daily, and turned into the office each night. For reference 
purposes each as entered is given a file number with word- 
ing “‘Sheet No.” 

At the bottom of the sheet the workman is reminded to 
state accurately as to whether his work is day or contract. 
The back of the sheet is used for recording the descrip- 
tion of material used and returned. 

When these slips are turned in at night they are en- 
tered and filed away numerically in a loose leaf system, 
the number of the slip being entered in the ledger so that 
the slip can be referred to whenever necessary. On con- 
tract work a special book is used and the cost of labor, 
productive and non-productive, material and other items 
are entered under separate heads, The estimated costs 
on these particular phases of the work are kept and com- 
parison made on completion of the contract. 

This constitutes the working of this system of cost find- 
ing and its simplicity is very apparent. In keeping the 
overhead costs, careful attention is, of course, paid to every 
detail. The cash book in which these items are kept is 
divided into three parts all under one cover. These are 
the general account, or overhead expenses, creditors’ and 


, 


customers’ ledgers. 
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In the overhead expense section separate sheets are re- 
tained for each of the following items: Productive labor. 
non-productive labor, merchandise, freight, delivery, gen- 
eral expense, equipment, repairs and replacements, inter- 
est and discount, insurance accounts payable, notes pay- 
able, accounts receivable, stock account, sales, salaries, ete, 

Under some of these heads several items are bunched, 
and for general information every item considered is given 
in the following table: 

Overhead Charges 


Salary. Donations. 

Telephone. Licenses. 

Water. Rent and Heat. 

Car fares. Insurance. 

Interest on Capital. Replacement of tools and 
Depreciation. equipment. 

Bad Accounts. Bookkeeping. 
Non-productive. Taxes. 

Plumbers’ labor. Cartage. 


Doing work over. Replacing defective goods. 

Incidentals. Allowances on bills. 

Light. Legal expenses. 

Waste material. 

Stationery, postage and 
printing. 


Advertising. 
Miscellaneous. 
Delivery. 
Association dues. 

This list covers the overhead charges thoroughly and all 
expenditures are amply taken care of under these heads. 

In figuring overhead under this system, it must be noted 
that anyone doing a strictly plumbing business is justified 
in figuring his costs on his total sales, but if he is doing 
heating also and handles remunerative side lines, the 
proper method for figuring costs should be on the total 
amount of expenses incurred on productive labor only. By 
dividing the cost of productive labor into the overhead 
expense you get your percentage. Suppose a plumbing 
concern does a business amounting in volume to $28,000, 
in which the total productive labor amounted to $6,303, 
and the total expenses to $3,869. 

By dividing the productive labor into the overhead ex- 
pense you arrive at a percentage of 61.3, which added to 
the cost of plumber’s labor, either by the hour or day, 
would give you the actual cost of sending out that class 
of labor. Of course, on this would have to be added the 
percentage of profit. This is an accurate method. 

A simplified method for keeping track of labor and 
material costs is a card kept by one plumbing con- 
cern when jobbing work is being done on either plumbing, 
or heating. The card is made of stiff board and meas- 
ures 7x84 inches. Whenever instructions are given for 
any jobbing work the order is at once given a number. 
The company has found it profitable to practically spe- 
cialize in jobbing work, and consequently bookkeeping 
operations have been brought to a minimum. The top 
right hand corner of the card calls for the order number. 
On the left hand side are several printed lines for enter- 
ing the name and address of the customer, together with 
the particulars of the work to be undertaken. On the op- 
posite side can be listed the materials needed. When te 
work has been completed the card is filled out by the 
workmen and turned over to the bookkeeper. The plumber 
enters the time he left and returned to the shop, while the 
sewerman’s, laborer’s and keeper’s time are entered in 
separate columns provided for that purpose. If any ma- 
terials or tools should happen to be left on the job then 
a notation is made on the card and they can be picked uP 
later. Thus the cards give full information of everything 
entering into the labor and material costs. When the 
bookkeeper has finished with them, they are carefull) filed 
for reference purposes. 
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Sales-Minded Retailers 


Two firms which are building profitable business 
in their communities by careful study and. 
practice of effective selling and 


66 \y ALES-MIN DE D- — in evidence to indicate that 
NESS” is an expres- merchandising plans fact. In his own words: ‘‘We 
sion coined to indicate a handle a number of = articles 

natural tendency toward salesman- Which are sold, mainly, in homes 
ship. That there are plenty of men and direct mail advertising and skill- already built We are glad to give 
in the retail branch of our industry ful use of salesmen are producing you an outline covering our activities 
who have this natural tendency, and sales for alert contractors in our field. in connection with the merchandising 
who have developed it to a high de- The stories of two such firms are con- of these products.”’ We give the data 
gree, will not be denied by any one tained in this section. in Mr. Springer’s own words. 

With a sufficient contact with the field J. J. Springer, president Springer “Many years ago when our business 

The tendency began to manifest it- Plumbing & Heating Co., Ine., traces was considerably smaller than it is at 


, 


to add articles 


ome vears back, and today there are of his business. That he is ‘“‘sales- which could be sold in conection with 


self in the establishment of stores in an interesting way the development present, we decided 


retail plumbing and heating stores in minded” will be obvious immediately the plumbing and heating business, 
Which sales policies of the highest even if the growth of his company to and endeavored to follow such advice 
s was contained in trade papers such 


‘type have been worked out success- the point where it was reorganized | 


fully. Display of products, newspaper and incorporated last vear were not as yours, as well as take the advice 


<Q 


. 
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of manufacturers whose goods we 
handled. 

“We have sold other merchandise 
aside from those we handle at the 
present time; some of which, such as 
stoves and ranges, did not. prove 
profitable, therefore were discontinued. 


TAKING ON NEW PRODUCTS 


66 HEN we decide to take on an 

W articic of any kind, we uwusu- 
ally investigate thoroughly to be sure 
that it is the very best obtainable in 
the particular line, and then we devote 
considerable time toward the selling 
of such products. We have found it 
necessary to use similar methods to 
those used in the automobile industry 
because we are in direct competition 
with the automobile industry, as well 
as many other lines, and we must go 
to the home owner and convince him 
or her that our products are worthy 
of consideration and will give more 
and longer service per dollar invested 
than any other thing, which might be 
bought but which would have a 
shorter life. 

“We have, also, found that it does 
not pay to sell on a price basis only, 
{ 


but that high quality merchandise ; 
a reasonable price will sell best, and 
also give better service, thereby cre- 
ating good will among users which is 


worth a great deal from an advertis- 
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ing standpoint.” This view might well 
be adopted by every retailer. 

“We also decided at the beginning 
of our business career to advertise our 
general line of plumbing and heating 
and sheet metal work, and we have 
done so continually since. It is our 
belief that, to be of any value, adver- 
tising must be continued constantly 
and without interruption. We have 
not been in a position to hire high- 
priced advertising experts, but have 
had to write our own ads. We feel 
advertising has paid us because we 
have developed a business of consid- 
erable size and we are known in all 
surrounding cities, in many of which 
we have done work, and all architects 
and engineers, under whose direction 
we have made installations, have been 


pleased, 


A QUALITY REPUTATION 


66 YE HAVE a reputation in our 
W city of being higher priced 
than our competitors, but our work 
considered better in proportion. We 
might tate that we do not charge 
more, but often less for a similar piece 


of merchandise as sold by our com- 





petitors, but we always endeavor to 
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sell a higher grade of merchandise be- 
cause we know our customers will be 
better pleased in the end. 

“We have several salesmen selling 
electric refrigerators, as well as an oil 
burner. We have a list of prospects 
obtained through canvassing and ad- 
vertising, and these prospects are sup- 
plied with literature about the article 
we believe they should have and are 
interested in. We call on those people 
as frequently as possible until they are 
sold or we find out they are not ina 


position to buy. 


SPECIALTY SELLING 


66 YE HANDLE the oil burner 
W business on the same basis, 
but, of course, do not expect to sell 
quite aS many, as they cost more and 
there is a greater sales resistance. We 
might state however that our city has 
only about 10,000 inhabitants and 
that we have made oil burner installa- 
tions costing from $550.00 to $900.00, 
and that practically every one is well 
pleased with the burner in use. 

“We have recently taken on a small 
burner suitable for small homes, and 
which sells at a lower price, as many 
people who would like to buy an oil 
burner can not afford to pay what 
installation of the higher burner has 
cost in the past. 

“The washing machine business is 
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rather over-crowded, therefore, we are 
only selling a limited number of 
washers because the effort necessary 
to make a sale is too great and we 
can only sell approximately twenty- 


five machines per vear. . 


SELLING PLUMBING AND HEATING 
66 E PUT forth a great deal of 

\ effort on the heating end of 
our business in order to convince peo- 
ple that it pays to install heating of 
a better kind in order to have satis- 
factory heat at the lowest fuel con- 
sumption. We have demonstrated in 
many cases that as high as 50 per cent 
of the coal is wasted on account of 
improper heating equipment and im- 
proper installation, and because of 
that we are many times able to obtain 
a higher price for our heating work 
than we could otherwise. 

“We have endeavored to handle the 
plumbing in the same way but find it 
much more difficult because the com- 
fort of people is not affected as greatly 
by plumbing as it is by heating, and 
people do not remember plumbing 
trouble as readily as they do a cold 
house on a cold wintry day. But we 
feel that we have many customers 
who would rather pay us a little more 
for good work than they would for 
cheaper competitive installations. 

‘In addition to newspaper advertis- 
ing, we use much advertising matter 
furnished us by manufacturers whose 
£00ds we handle, and this we send to 
Our prospect list, dividing it in ac- 





On retrigeration 





cordance with what we think they 
would be interested in at the time. 
“Our company is incorporated and 
the duties of the officers are as fol- 
lows: General supervision of the en- 
tire business, as well as buying and 
engineering is taken care of by my 
self; the vice-president has charge oft 
the sales and advertising, and the 
secretary-treacurer has charge of the 
installing and servicing of refriger- 
ators and oil burners; also, he assists 
with the estimating and supervision 


of plumbing inetallations. 


SOME OBSTACLES 
66 T IS our opinion that the great- 

: est obstacles in the way of 
merchandising plumbing and heating 
goods successtully are caused by those 
engaged in our business including all 
parties from the manufacturer to the 
journeymen who install the materials 
and fixtures. 

“The plumbing and heating busi- 
ness as a whole has not been con- 
ducted in a way to get the confidence 
of the public, and without that con 
fidence it is extremely hard to make 


any business profitable, and were it 
not for the fact that the public health 
and comfort depend so largely on 
Plumbing and heating, our business 
would long ago have ceased to be im- 
portant. 





“The absence of a ‘fair profit’ as 
compared with other lines greatly at 
fects the progress in the right direc- 
tion. One reason for this condition 
is the lack of business experience of 
sO manv mechanics who start in busi 
ness for themselves, and the advice 


Fiven§ tr 


these men by jobber and 
manufacturers’ salesmen. 

“We had many of these gentlemen 
of the grip tell us that we must not 
charge too much or we would not get 
any business; others would tell u 
that a margin of 20 per cent was a 
fair profit; others went so far a lO 
fell ou that many successful firms 
charge only 10 per cent above cost, 
but that the large volume resulting 
on account of the low price would 
show a profit. 

‘If it were possible to have all 
salesmen educated in business meth- 
ods or at least instructed in what is 
meant by overhead and profit, it might 
help the inexperienced to start in the 
right direction, 

‘It seems however, that many man- 
ufacturers and wholesale houses care 
only for a large volume of busine 
regardless of how it is disposed of, 
or what happens to the men who 
finally install the materials 

Because certain types of fixtures 

ll look alike no matter who makes 
them, and the retail prices vary as 


much as 50 per cent, the public is at 


a loss to know what to think, hence 
the reason for so much shopping 


around. Were it possible to et a 
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fair price on plumbing fixtures with- 
out getting into trouble, it would be 


much better all around. 


WHY SPECIALTIES ARE FAVORED 
66784 HE above is an outline of why 

| we must make our merchan- 
dising efforts on special equipment 
and fixtures not handled by competi- 
tors; such as refrigerators, electric 
washers and the like, which give a 
better opportunity because of exclu- 
Sive franchise contracts. Even with 
this protection it requires time to 
bring the sales up to a profitab’e vol 


ume, and it is not always possible to 
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A DRIVE FOR PROSPECTS 
66 UR sales manager conferred 

Edom the different clergymen 
and obtained their consent and co- 
operation. Then by letter and in per- 
“on we invited the women’s organiza- 
tions to bring their members (women 
over 18 years of age only) to our 
store in person. From March 17 to 
March 24 eight hundred = forty-six 
women registered at our store, and as 
many of these ladies were accom- 
panied by men, we estimate that 
about one thousand persons. visited 
our showrooms during that time. 


‘According to our estimate not more 
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washers and some plumbing and heat- 
ing so we feel that, although business 
in general is below par in our section 
of the country, it paid us well to put 
on this drive. 


FINANCING SALES 

te “NXHE financing of plumbing, 

| heating and other equipment 
is quite a problem, and must be 
arranged for as far as possible in ad- 
vance. Our bank will accept notes up 
to a certain amount; then we have ar- 
ranged for a direct line of credit which 
we use as needed and in addition we 
have established accounts with a 


finance company which will carry our 





























make a profit the first year or so on 
specialty sales because the public must 
be informed, sales and service organ- 
izations must be perfected, and most 
important of all, the particular ar- 
ticle or equipment must prove itself 
in actual operation and satisfy the 
users before any volume of business 
can be expected.” 

Here is an interesting example ot 
the firm’s activities in getting people 
into the store. 

“Our store is located one block 
from the main business street of our 
city and is considered somewhat out 
of the way In order to attract cer- 
tain people and get them into our 
store, we recently put on a <drive 


with the ladies’ organizations of the 


churches in our city. 





l’arious types of fixtures assembled as 


complete bathrooms of varying price 
} 





than 25 per cent of these people had 
ever been in our store before and did 
not know what lines of merchandise 
we carry, although we had done some 
plumbing or heating work for them at 
some time or other. We were so busy 
just showing these people around that 
we made practically no effort to sell, 


and vet we sold three gas ranges, one 


washing machine, one refrigerator, 
and some plumbing fixtures, so 


that the gross profit on the merchan- 
dise was more than the actual cost of 
the drive which amounted to a little 
over two hundred dollars. 

‘In addition we have a list of good 
prospects for gas ranges, refrigerators, 











time payment paper if we need their 
assistance. This arrangement can be 
made by any firm if the bankers are 
given the information they want, and 
it is definitely shown that the business 
will be conducted along’ progressive 
and profitable lines as far as possible. 

“We feel that it is a good policy to 
mark the price of each fixture on the 
piece of merchandise displayed in the 
showroom in large, plain figures so 
anyone coming into the showroom will 
not have to ask the price, as many 
people seem reluctant to do so 

“We cannot give a great deal ot aa- 
vice on how others should conduc! 
their business, but feel that a good 
showroom for displaying merchandise 
is very essential. The merchandis 
must be of the very best and sold al 


a fair price, all agreements and guar- 
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antees must be fulfilled regardless of 
profit or loss on any one particular 
ease, quick and efficient service must 
be rendered in cases like oil burner 
and electric refrigerator sales, suf- 
ficient capital must be arranged for to 
carry the business over a period long 
enough to make success possible, sales- 
men must be intelligent, neat appear- 
ing and have the ability to approach 
a prospect in the right way, and a rea- 
sonable amount of advertising must 
be done continuously. 


MANAGING SALESMEN 
66 E have three salesmen. Our 

W salesmen are expected to 
make regular calls upon the _ public, 
and keep it fully informed concerning 
our products and service. Then, too, 
they are expected to do actual selling, 
and close sales. 

“Our sales manager is expected to 
keep the selling force fully ‘pepped up’ 
at the regular meetings which are held 
every morning. We discuss methods 
of approach, but only in a general 
way. To my mind, group meetings 
work out the best, although it is neces- 
sary to give individual attention to 
salesmen. In our limited organization, 
the sales manager makes many per- 
sonal selling calls. From time to time 
he goes out with his salesmen to learn 
just how they are operating. 

‘In our line of business, a man who 
has a general knowledge of our prod- 
When 
a technical question arises, a_tech- 
nically educated man steps into the sit- 


ucts is all that is necessary. 


uation. 

“Prospects are located by general 
canvassing and knowledge of financial 
condition of individuals in the terri- 
tory. Circulars are sent out to selected 
lists of prospects, and these prospects 
are called upon as promptly as possi- 
ble. Salesmen have definite territories 
so that one man does not call upon 
another salesman’s prospects. 

‘At certain seasons of the vear, we 
concentrate on particular products. 
For instance, we are now making our 
greatest effort in the sale of refrigera- 
tion equipment for the coming sum- 
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J. J. Springer 
Founder of 
Big Business 





Came Here From Austria 
Knowing No English, 
But Succeeds 





Oneida, eb. 11.——It is 
doubtful if the head of any leading busi- 


extremely 


ness establishment in Oneida has met 
and suceessfullvy overcome such obstacles 
as has Joseph J. Springer, president and 
founder of the J. J. Springer Plumbing 
and Heatine 
n Austria. came to this country when 


(Cfompany, Ine Hie was born 


i? year of axze Without knowine one 
word of English. After passing a short 
time in Utiea and Clinton, he located in 
oneid 1YOg, kollowing this he trav- 
eled in the western part of the country 
and came back to Oneida in 1911, where 

has since made his home. 

The resent Springer Company was 


organized in 1913, with Mr. Springer 
the founder. He bought competing 
businesses from White, Wales 


Hoffman & Evans in succession, after 


Dennison, 


purchasing the interest of his partner, 
Mr. Clifford. “In 1918 he added sheet 
metal work and hot air heating to his 
established line, until today he is head 
of one of the most successful and lead- 
ing plumbing and heating establishments 
in this section of New York State 
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LOOK! 


SPRINGE 


Plumbing and Heating Goods at Lowest Prices 


LISTEN! 


Offers First 
Quality 


Oneida, N. Y. 


Refrigerator and Oil Burner Dealers 
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Samples of two of the short, catchy ads 
run hy the Springer company and part of 
a fine publicity story 





mer. Our most successful effort has 
been in the sale of specialties, al- 
though at all times, we are on the 
look-out for plumbing and heating 
openings. 

‘“Salesmen are paid a flat salary, and 
when 10 per cent of their sales in a 
given month exceed their salary, they 
are paid a commission of 10 per cent 
on their additional sales. Selling cost 
averages to 15 per cent of selling cost. 
Our salesmen are always on the look- 
out for new contracts, and if a pros- 
pective contract is located, it is turned 
in to the office where the president of 
our company gives it his personal at- 
tention. 

‘“Salesmen do not spend much time 
on repair or remodeling work, but re- 
port such prospects to the office, and 
someone familiar with the work in 
question, depending whether it is 
plumbing or heating, follows it up.” 

Some details of the story have not 
been included because we have pre- 
ferred*to confine ourselves to the mer- 
chandising phases of the Springer 
business. 

However, the excerpt from the pub- 
licity item might be expanded. The 
whole story ran*a full column and 
details the effort of a man who came 
to America without a knowledge of 
the language and in comparatively few 
years had prepared himself to cope 
successfully with the problems of busli- 
ness. 

Mr. Springer has shown consistently 
the highest business acumen in select- 
ing the locations which his business 
has occupied, and in meeting such an 
unforeseen calamity as a fire which 
destroyed the old place of business on 
the site of the one now occupied. 

Perhaps the most salutary lesson to 
be learned from the experience of the 
company is that its insistence on qual- 
itv has done nothing to curtail its 
volume of business. In Mr. Springer’s 


judgment, it is good advertising. 
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Appearances 
~ making them count 


C¢ \NANITATION means cleanli- 


ness,’’ declares L. J. Petrie. 


secretary-treasurer of Joseph 
Petrie & Son, Inc., New Orleans. ‘A 
Sanitary engineer is obviously one who 
promotes sanitation and cleanliness. 
The extent to which he can sell the 
public upon the value of cleanliness 
governs to a degree the progress of 
his business. 

“That being true, it is to the dis- 
tinct interest of the plumbing estab 
lishment to demonstrate its belief in 
cleanliness by practicing it in every 
way possible. So much may be said 
in action as well as words.”’ 

Following up this theory, the Pe- 
tries have a definite program of im- 
provement of equipment and buildings 
which continually keeps the public as- 


By RUEL McDANIEL 


sociating the firm with sanitation. The 
firm practices what it would have its 
customers practice and thereby at lit- 
tle cost puts over a selling theory that 
is worth hundreds of dollars every 
vear—-advertising which mere publica- 
tion space cannot provide, at any cost. 


UNIFORM TRUCKS 
AXHE newest step the firm has taken 
‘| in practicing what it advises for 
others is the uniform painting of serv- 
ice trucks It operates on an average 
of seven such vehicles. ‘‘The plumb- 


ing establishment’s service vehicles 


contact the general public more than 
any other form of publicity the plumb- 
ing firm possibly can do,’’ Mr. Petrie 
declares. ‘‘For that reason these vehi- 


cles should produce a positive impres- 
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sion wherever they go. Every minut 
that the trucks are on the streets the} 
are being seen by somebody. 
are traveling posterboards, in a man 
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They 


ner, and it is just as important that 
the impression they create is favorable 


as it is that the newspaper advertise: 


ment and outdoor sign create a posi 
tive impression 
those who see them.” 

The company recently adopted 
color-scheme for all its vehicles, an: 
as time permitted it had all of then 


painted that color. The base of the 


The truck whee 


lettering 


color plan is black. 
are painted orange: and the 
done, 


shaded in brown. 


very carefully 


upon the minds ot 


is in orange, 


‘“‘Hereafter we are going to keep al! 


the vehicles clean at all times.”’ Mr 
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Petrie explains. “As soon as one 
shows signs of needing another paint 
job, we are going to paint it again. 
We intend to keep the vehicles attrac- 
tive at all times.”’ 

When a Petrie truck rolls down the 
street, it is seen, because it is so out- 
standing from the average commercial 
vehicle that one sees on the streets. 
Because of its clean, fresh appearance 
and the attractive letterings, people 
notice it; and noticing it, they obvi- 
ously see to whom it belongs. 

Noting the cleanliness and neatness 
of the truck, people form a pleasant 
thought in that connection; and with- 
out knowing it, they form a favorable, 
positive impression concerning’ the 
company. Thus the vehicle ties up 
directly with the general thought that 
the company and the industry in gen- 
eral are trying to put over to the pub- 
lic regarding more. sanitation and 
cleanliness. The truck “lives’’ what 
its owners preach. 

The company maintains its own au- 
tomobile repair and maintenance shop; 
and the trucks were painted and are 
maintained in this shop under the di- 
rect supervision of the company. The 
initial painting was done by a quali- 
fied automobile painter according to 
specifications by the company, on a 
contract basis. Repaint jobs will be 
done in the same manner, Mr. Petrie 
points out. 

Complying with this same general 
idea of promoting an idea through 
using it, the company not very long 
ago repainted the front of the shop 
on Royal Street, giving it a distinctive 
appearance for that section of the city. 
Although the building still complies in 
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a general way with the atmosphere of 
the old French Quarter, of which it is 
a part, it is refreshingly outstanding 
and cannot fail to promote.a positive 
impression upon anyone who passes 
that way. 


MEN IN UNIFORM 


HE systematic painting of the 
TT trucks and the appearance of the 
building coincide with an _ excellent 
goodwill and publicity idea adopted by 
the company some time ago. This 
called for the wearing by all men on 
service duty for the firm of a desig- 
nated uniform bearing the name of the 
company. 

The uniforms are of a_ brownish 
color, so that they do not show soiling 
easily and at the same time look clean 
and attractive. Every man who goes 
out on a service job for the company 
wears such a uniform, regardless of 
just what he does. Even two negro 
helpers wear the same type of dress 
and do their share in the promotion 
of the cleanliness idea. 

“These uniforms have become a sort 
of trade mark for us,” Mr. Petrie 
points out. ‘“‘Wherever our men go, 
they not only serve to impress our 
name more firmly in the minds of cus- 
tomers, but a great many others see 
them and in that way remember the 
name of the firm. 

“We make it a point to keep the 
uniforms neat and clean and in good 
order, so that wherever the men go 





From this establishment am the New Or- 
leans French Quarter go men and service 


cars in uniform 
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they carry a silent message of cleanli- 
positive suggestion—that 
helps to promote the general idea of 
Sanitation which the industry wants to 
put over.”’ 


hess-——a 


The experience of Joseph Petrie & 
son, Ine., in connection with the fore 
going plans convinces the owners of 
the firm that the public responds 
agreeably to such overtures; that the 
average person is easily impressed fa- 
vorably by such suggestions as car- 
ried out by the firm’s freshly painted 
vehicles, the clean store front and the 
uniforms worn by service men. 

‘| think that we plumbers should 
practice the things we recommend to 
others before we can expect others to 
adopt our recommendations,’’ Mr. Pe 
trie suggests. ‘‘We as plumbers are 
telling the public that more bathrooms 
should be used, that better sewage fa 
We are pro 
moting the general idea of cleanliness, 


cilities should be in use. 


because we not only know that as the 
Cleanliness idea grows our industry 
will grow, but because we as a gen- 
eral rule really believe in the value 
of the theory. 

“However, we cannot expect to im- 
press the public with our arguments 
and theory of cleanliness and our 
selves maintain shops that do not per- 
sonifv our theory. Personaily we are 
trving to make our plant and = our 
equipment live the advice we give 
others; and we find that it pays.’ 

A good cost system stands back of 
the company’s merchandising methods, 
guaranteeing a profit on the work se- 
cured. Good management has brought 
its own profit to this company in the 
Old French Quarter of New Orleans. 




















Here 1s one method of 
making clear to a prospect 
the comfort and convenience of oil burners 


VERY contractor who is mak- 
ing attempts to sell by personal solici- 
tation, or who has salesmen on the 
street, should have a _ photographic 
record of jobs done to assist him in 
interesting prospects, to illustrate the 
quality of work done, and to make 
clear to the prospect the tvpe of home 
with which the contractor has dealt. 

In no direction can this be done 
with greater effect than where the in- 
stallation of an oil burner (or a gas 
boiler) has given to the home owner 
the use of his basement for purposes 
other than storage of the accumula- 
tion of odds and ends 

If vou have a customer who is 
making good use of basement space, 
made available by the installation of 
an oil burner, have a photograph like 


Pan 


he one shown above made Here is 
a home owner who has probably 
wanted for years a corner of the house 


which would be his own where he 

















could have his favorite easy ehair, his 
smoking materials handy, and every- 
thing conducive to comfort during his 
leisure hours. 

In many homes it is not possible for 
a man to have a den of his own be- 
cause the family uses every available 
foot of space. To such a man, the 
argument that he can have a clean 
workshop in which to carry on his 
hobby if he has one, or a comfortable 
corner where he can be assured of 
quiet for his evening reading, or for 
entertaining his friends, will do much 
to help the sale. 

Comfort and convenience, it has 
heen proven, are the strongest argu- 
ments which can be used in selling the 
products of the plumbing and heating 
industry. Bring visual evidence, like 
the photograph above, to convince 
vour prospect that you offer him com 
fort in addition to the convenience of 


the oil or gas-burning equipment. 














Twenty 
Basic Principles of the Hoover Code 


5. Every building intended for human habitation or 
occupancy on premises abutting on a street in which there 
is a public sewer shall have a connection with the sewer, 
and, if possible, a separate connection. 


HE TWENTY basic principles of the Hoover plumb- 
ing code frequently have been referred to in 
“Domestic Engineering.’ It appears, judging from 
inquiries received, that there still are a great many master 
plumbers who are not acquainted with these principles. 

In the preparation of this code the twenty. basic plumb- 
ing principles evolved were based upon extensive scientific 
research. These principles are very broad, and underlie 
all plumbing operations. They really stand to plumbing 
as axioms stand to algebra and geometry. 

We think that it would give strength to any small-town 
code to base its regulations on these twenty principles, 
referring to them as being laid down in the government 
report, and giving the complete title to this report. 

We feel that it will add value to this article to give 
these basic principles, also to give some of the remarks 
preceding the statement of them as given in the report, 
which are as follows: 

The committee has given consideration to the for- 
mulation of a set of basic plumbing principles so 
general in scope and so fundamental in character as 
to be worthy of adoption by state, city or town as a 
basis for its sanitary law. These have been drawn 
on the principle of specifying the results desired, 
making provision for testing the plumbing work to 
ascertain if the results are likely to be secured, but 
not attempting to specify details of construction. 

These requirements are not regarded as sufficient 
for all cities, but the committee is of the opinion 
that states should adopt them on a state-wide man- 
datory basis, or should give to cities, towns or other 
subdivisions the power to choose between them and 
the more detailed plumbing codes. 

These principles were adopted as embodying the 
fundamental sanitary considerations which successful 
plumbing systems must satisfy. 

In adopting these basic plumbing principles the 
committee has endeavored to keep in mind differences 
in climate in different parts of the country, differences 
in buildings, in methods of sewerage and sewage dis- 
posal, in disposal of rain water, and other differenees. 
Some of the details of plumbing construction must 
vary with these conditions, but the basic sanitary 
principles are the same and the results desired and 
necessary to protect the health of the people are the 
same everywhere. 

Twenty Basic Plumbing Principles 

1. All premises intended for human habitation or occu- 
pancy shall be provided with a supply of pure and whole- 
some water. 

2. Buildings in which water closets and other plumb- 
ing fixtures exist shall be provided with a supply of water 
adequate in volume and pressure for flushing purposes. 

3. The pipes conveying water to water closets shall 
be of sufficient size to supply the water at a rate required 
for adequate flushing, without unduly reducing the pres- 
sure at other fixtures. 

4. Devices for heating water and storing it in ‘hoilers,”’ 
or hot-water tanks, shall be so designed and installed as 
to prevent all dangers from explosion and also prevent a 
back flow of hot water through a meter connected with a 
public water supply. 


6. In multiple dwellings provided with a house drain- 
age system there shall be for each family at least one 
private water-closet. 

7. Plumbing fixtures shall be made of smooth non- 
absorbent material, shall be free from concealed fouling 
surfaces, and shall be set free of inclosures. 

8S. The entire house drainage system shall be so de- 
signed, constructed, and maintained as to conduct the 
waste water or sewage quickly from the fixture to the 
place of disposal with velocities which will guard against 
fouling and the deposit of solids and will prevent clogging. 

9. The drainage pipes shall be so designed and con- 
structed as to be proof for a reasonable life of the build- 
ing, against leakage of water or drain air due to defective 
materials, imperfect connections, corrosion, settlements or 
vibrations of the ground or building, temperature changes, 
freezing, or other causes. 

10. The drainage system shall be provided with an 
adequate number of-cleanouts so arranged that in case 
of stoppage the pipes may be readily accessible. 

11. Each fixture or combination fixture shall be pro- 
vided with a separate, accessible, self-scouring, reliable 
water-seal trap placed as near to the fixture as possible. 

12. The house-drainage system shall be so designed 
that there will be an adequate circulation of air in all 
pipes and no danger of siphonage, aspiration, or forcing 
of trap’ seals under conditions of ordinary use. 

13. The soil stack shall extend full size upward 
through the roof and have a free opening, the roof ter- 
minal being so located that there will be no danger of 
air passing from it to any window and no danger of 
clogging of the pipe by frost or by articles being thrown 
into it or of roof water draining into it. 

14. The plumbing system shall be subjected to a water 
or air pressure test and to a final air-pressure test in such 
a manner as to disclose all leaks and imperfections in 
the work. 

15. No substances which will clog the pipes, produce 
explosive mixtures, or destroy the pipes or their joints 
shall be allowed to enter the house-drainage system. 

16. Refrigerators, ice boxes, or receptacles for storing 
food shall not be connected directly with the drainage 
system. 

17. No water-closet shall be located in a room or com- 
partment which is not properly lighted and ventilated to 
the outer air. 

18. If water-closets or other plumbing fixtures exist 
in buildings where there is no sewer within reasonable 
distance, suitable provision shall be made for disposing 
of the house sewage by some method of sewage treatment 
and disposal satisfactory to the health authority having 
jurisdiction. 

19. Where a house-drainage system may be subjected 
to back flow of sewage, suitable provision shall be made 
to prevent its overflow in the building. 

20. Plumbing systems shall be maintained in a sani- 
tary condition, 
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Views of the new 
store opened in Cin- 
cinnati, Ohio, by 
The John J. Vogel- 
pohl Co. This is the 
second showroom 


established by the 


company 

















OHN J. VOGELPOHL, president 
of the company which bears his name, and 
a past national president of the master 
plumbers’ association, has recently opened 
his second showroom in Norwood, a Cin- 
cinnati community. 

Mr. Vogelpohl’s convictions as to the 
need and value of a sales room go back 
to the earlier days of his business ex- 
perience. He commenced his career on 
College Hill. As the business grew, he 
finally opened his headquarters at the Hoff- 
ner street address shown on the first pic- 
‘ure on the opposite page. His business 
in the College Hill community commenced 
to fall off. He sought the reason. His 
customers told him that they felt that he 
was now too far away to take care of them. 
He, therefore, opened his College Hill 
store. 

In order to hold and build patronage in 
the Norwood district, the new show room 
was opened. Note price cards on every- 
thing. 
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Plumbing Problems Met 
in Remodeling Work 


OWN in Littlefield, Texas, there is a good feeling for 
the work that is being carried on in the Schoolmas- 
ter’s class, and they are not backward in giving ex- 

pression to their appreciation. 

From L. C. Cawthon, of the firm of Cawthon & Cox of 
that city, comes the following letter: 

“We want to say that we do appreciate ‘Domestic En- 
gineering.” In fact, we get more out of it than anything 
we can find. We are getting a lot of good out of the 
Schoolmaster department. 

“We have two plumbers and myself, and we are taking 
in all of the doings and are trying to point out to each 
other a better and cheaper way of doing the work, and I 
think that we are going to enjoy your drawing school in 
the use of the drawings and letters that we get from your 
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Fig. 1 


paper. I have put in a movement with the other plumbers 
to see who can do the neatest and best job for the least 
money. My chief aim is good plumbing, good lead work, 
and the right kind of vents. 

“We have a school of our own, and spend four hours a 
week at night, and we find that it is leading us to do a 
better quality of work in less time.’’ 

This shows the right spirit, and we are glad if the work 
of the class has helped these people. 

The problem for consideration at this session of the 
class is from our October 27 issue. 

Some of the responses that were sent to us, and which 
will receive our attention at this time, are the following: 


Figs. 1 and 2.—Edward H. Crosta, Newark, N. J. 
Figs. 3 and 4.—B. M. Patton, Anderson, Ind. 


Figs. 5, 6 and 7.—W. H. Doney, Brampton, Ont. 

Figs. 8’ and 9.—R. A. Morse, New York City. 

Figs. 10 and 11.—Wm. M. Glose, Jr., Allentown, Pa. 

The problem is one of the remodeling problems that 
have always been of real practical interest, but which have 
been increasingly interesting since the home modernizing 
campaign got under way. 
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The basis of the problem is a cellar plan and three floor 
plans for a ten-room home of comfortable appearance. 

The original plans called for a kitchen sink, pantry sink, 
laundry tubs and one bathroom. 

As a matter of fact, the house was sufficiently high type 
to warrant more plumbing comfort than it contained. 

The problem presented consists in providing for this 
residence, after its completion, the equipment needed to 
bring it up into its rightful class. 

This included a bathroom for the first floor, an addi- 
tional bathroom on the second floor, and a servant’s bath- 
room on the third floor, besides a water closet and lava- 
tory in the cellar. 

It may be contended that four bathrooms in a ten-room 
house is overdoing it, as far as bathrooms are concerned, 
and there is some truth in the contention, but in these 
days it is not at all an improbable situation, and then 
again, what is more to the point, the providing of all this 
plumbing, makes a good problem for the class. 

Now we will discuss the several solutions listed above. 
Krom Newark, N. J. 

Figs. 1 and 2.—In this elevation the original piping and 
connections are shown by solid lines, while the changes and 
additional work are indicated by the dot-and-dash lines. 
This is a fine way of bringing out in the drawing a clear 
distinction between the old and the new work, and we rec- 
ommend its general adoption in these remodeling prob- 
lems. In an original drawing the distinction may be made 
by using different colored inks or pencils, but for printed 
work such a distinction is impossible, but the method here 
used is very acceptable. 

A short note accompanying Fig. 2, calls attention to 
the following fact: 

“On stack A the two vent fittings at the second floor 
have been used for the third floor work, also the 4x4x2 
T-Y. The latter has been replaced at the second floor by 
a 4x4x2x2 F and W fitting. The house drain will have to 
be in¢ereased in size to take the discharge from stack C, 
and the main trap also increased in size.’’ 

To provide the three extra bathrooms, the first floor 
storage room has been turned to this use, a part of the 
sewing room on the second floor has been partitioned off 
for a bathroom, and a short partition run in the attic to 
set apart some of the open attic space for this purpose. 
All of these ideas are 
legitimate and sensi- Ps fine 


ble, and appear to wi NN 








provide the desired ;- 
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minimum of expense. | 
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through the foundation wall for a window, and this, we 
think, could easily have been avoided by shifting the 
fixture location so that the nearby window could have 
been made use of. 

The connections shown in Fig. 2 are fine, with little to 
criticise. 

We note that it was difficult to show the vent for the 
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Fig. 3 


lavatory in the second floor bathroom on stack C, and we 
take occasion to point out that in an isometric elevation 
this connection could very easily have been shown. 


From Anderson, Ind. 

Figs. 3 and 4.—Part of a letter accompanying fhe draw- 
ings follows: ‘‘We have had a plumbing ordinance in 
Anderson in effect since last April. We have never had 
any regulations before, and it has been an uphill pull. 

“We adopted the Indiana state code, and I am showing 
this job as I imagine the average man would do it under 
this code. 

“T have watched the Schoolmaster articles with much 
interest since they first started. For a time I sent in 
sketches, and then ceased because of lack of time. But I 
have never failed to read them,*and have derived a great 















































Fig. 4 
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deal of good from them, for which I am thankful to ‘Do- 
mestic Engineering’ as well as to the Schoolmaster. 


‘‘T have taken the liberty of making a few changes that 
looked necessary to me. For instance, the original floor 
plans appear to me to show the laundry room at grade 
level, but the basement plan does not show it so. There- 
fore I have re-located the basement window to come under 
what was originally intended as a storage room. 

“‘T have used what is called a balloon fitting on the lower 
bathroom of each stack.”’ 

We appreciate this additional good word for this work. 

The Indiana state code is practically the Hoover code, 
with very slight modification. 

This seems a fine example of the good that a state code 
can accomplish. No doubt Anderson would today be with- 
out a code or any form of regulation, if it had not been 
for the state code. As Mr. Patton states, it was an “up- 
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Fig. 5 


hill pull’? to get even the state code adopted, and we can 
readily believe that if the city had been obliged to enact 
its own code, it wouldn’t have been done. 

We do not see the point about the laundry appearing 
to be at grade in the first floor plan. Of course, the cellar 
plan shows clearly that the laundry has a cellar under it. 

The method of arranging for the three additional bath- 
rooms is much like that of Fig. 1. 

The door into the open attic has been used for the bath- 
room, and now there is no way to get into the attic space. 
The floor plan should show another door cut through. 

The two elevations shown in Fig. 4 show a good brand 
of plumbing, and about the only suggestion we have to 
make is that the sec- ee 
ond floor bath tub, _| 4 —___— acme: saain 
on stack D, could be 
stack-vented, thus 
saving the expense of 
a separate vent for 
the fixture. It is a 
4-inch stack, and the ( 











point of entrance is 
not many feet down mana 
from the upper end 
of the _ stack. The 
chance of siphonage 
is lacking entirely, Eee 

(Cont’d on Page 98) Fig. 6 
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SAVOY - F 2010 


Have you ever considered that one water closet 
may look much like another to your customers? And 
they can’t understand why there should be such differ- 
ence in prices. They buy other good things—because 
they re convinced of their superiority. And, very likely 
the only reason they buy inferior, cheaply constructed 
water closets is because they don’t know better! 


Tell them the true facts about this poorly-under- 
stood plumbing fixture. Show 
them the difference in design— té 
how design actually affects sani- 
tation—and why one fixture must, 
of necessity, cost more to make 
than another, and, therefore, must 
command a higher price. They 


have confidence in your knowledge of plumbing 
fixtures and will be governed, to a large degree, 


by your advice. 


By their distinctive and attractive design alone, 





PLUMBING FIXTURES 








March 9, 1929 


ixtures make 
and yield 














DEVORO - F 2041 


“Standard” high-grade closets will help you con- 
siderably in convincing them that there IS a differ- 
ence in water-closets. And yet, fine appearance is 
only the outward indication of their superiorities. 


“Standard” Genuine Vitreous China—non-crazing, 
non-absorbent; one-piece construction; syphon jet 
action; large water surface, 3’’ full seal, large trap 
way; china flush connection housings; Ivorite seat; 
and, most important of all, the 
finest red-metal, sure-acting, 


t P| di” water-control obtainable — these 
re ree are superiorities which exert last- 


ing benefits and which, once ex- 
plained, will more than justify the 
extra cost. 


The Savoy, the Devoro, illustrated, and the 
supremely-sanitary Purimo, are your largest and 
surest bids for better business, whether supplied on 
a replacement job or in a new installation. 


Standard Sanitary Mfg. Co.- Pittsburgh 
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fine bathrooms 


a better profit 
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Extra profits for the plumber! Yes, you've 
heard that line before—it has a familiar sound to it. 
And your're still looking for the “extra profit,” per- 
haps. But let’s get down to facts! 


Color has come into the modern bathroom. And 
‘p>tandard” believes that because color very naturally 
calls attention to the fixtures, it is highly important 
that they be of latest design, in every particular. 


You can paint up last year’s 
automobile and your neighbor will 
admire it. But you can’t sell it as 
this year’s car. No matter how 
beautiful the color may be, design 
is also needed to prove whether a 
hxture is modern or not. And you 
know that, in design, “Standard” has fixtures that 
are attracting attention the country over. 


Beautiful illustrations in full color in national 
Magazines are creating a desire in every community 


Standard Sanitary Mfg.Co.- Pittsburgh 
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for bathrooms of comparable character and charm 
which only “Standard” Plumbing Fixtures make 
possible. And not only this. A new conception of 
the value of quality in fixtures is-being formed, in 
the minds of many who can afford the best. The 
bathroom is coming into its own! It is receiving 
attention which was never before given it. 

Now, what is the result? A demand for better 
fixtures—gracefully designed lava- 
tories; durable and beautiful baths, 
with Acid-Resisting Enamel; wa- 
ter closets of approved sanitary 
type; and the radiance of color to 
lend its inviting atmosphere. Can't 
you see plenty of extra profit here? 
But you are going to have to get “in line’ to make 
it. It won't just come rolling in without some effort 
on your part. Make the effort—and the extra profit 
at the same time. 











ee e 











Wm. C. Groeniger 








American Plumbing 


By WM. C. GROENIGER 


HE value of the all-important sanitary services of 

water supply, sewerage, drainage and sewage dis- 

posal would be lost without the sanitary equipment 
such as pipes, fixtures and other apparatus required for 
distributing water, receiving and removing liquid and 
water-carried wastes. It is just as important that these 
installations of sanitary equipment be in accordance with 
scientific principles and natural law as it is that the water 
supply and sewage disposal be designed in accordance 
with good sanitary engineering practice. Water is essen- 
tial to life. Safe water is essential to health. Safe run- 
ning water is necessary to modern American civilization. 
Safe running water is the first consideration, but its char- 
acter is an important factor. 

Human excreta, urine and other domestic wastes may 
contain harmful bacteria and must be quickly and safely 
disposed of for they are dangerous to life and health. 
The art and science of plumbing came into being through 
the struggle of mankind to store, treat and distribute safe 
running water at convenient places in buildings for drink- 
ing, bathing, laving, laundering, cooking, cleaning, refrizg- 
erating, cooling, heating, manufacturing and power and 
to remove human excreta and urine from buildings, 
thereby preventing nuisance, eliminating drudgery and 
simplifying cleanliness of person, apparel and places of 
human habitation and occupancy. 

In addition to the health value and the comfort and 
conveniences furnished, the importance of the economical 
value of plumbing to mankind must be recognized. 

Plumbing may, therefore, be defined as the system of 
introducing safe water into buildings through a water sup- 
ply distributing system and the removal of sewage through 

*Paper presented at the 1928 annual meeting of the Ameri- 
can Society of Sanitary Engineering. This supplies valuable 
material for those who are called upon to deliver talks before 
club luncheons, ete, concerning the importance of modern 
plumbing. 
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the drainage system. Plumbing fixtures are the beginning 
of the drainage system and the end of the water supply 
system. The point where safe water ends and sewage 
begins is sometimes very finely drawn. 

Plumbing has three natural divisions: 

1.—-Water Supply Distributing System. 

2.—-Drainage System. 

35.——Plumbing Fixtures and Apparatus. 

Plumbing construction has two natural divisions, com- 
monly known as: 

1.—Roughing-in. 

2.—Finishing. 

There is nothing in a building that adds more to the 
health, comfort and convenience of the occupant than does 
a simple, efficient and economical system of plumbing. Did 
you ever attempt to realize what would happen to your 
city if all buildings were deprived of a plumbing system? 
The thought of deprivation is terrible when you begin to 
think about the insanitary condition that would follow 
and the nuisances that would result, also the increased 
number of breeding places for flies, mosquitoes, rats and 
other well known carriers of communicable, contagious 
and infectious diseases. 

The Importance of Sanitary Plumbing and Drainage 

The modern home, factory, school, theater, office build- 
ing, hospital, hotel and public institution of today would 
not and cannot be successfully operated without a system 
of plumbing and drainage. The removal of infectious ma- 
terial from buildings is of value to public health. The 
mental and physical health of the occupants of a home is 
dependent in a great measure upon the sanitary conven- 
iences. They are essential to the cleanliness of both the 
person and apparel. The cleanliness of the body is sim- 
plified by the bathtub and shower bath. The cleanliness 
of the apparel is simplified by the laundry trays. The 
cleanliness of the hands, by which many diseases are trans- 


(Continued on Page 82) 
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EMINISCENT of Old Spain but modern in every 

detail this Texas Residence is serviced through- 

out by Wolff’s Superior Plumbing Fixtures. The bath- 
rooms with fixtures in the soft glowing tints of Rainbow 
Enamel have a note of distinction —the kitchen with its 
‘‘Superior 887°’ Sink a lasting newness—and even the 
laundry with its enameled trays has unusual brightness. 


When offering suggestions for residence plumbing the 
successful merchant plumber recommends Wolff equip- 
ment. In ‘‘Duro’’ White and Rainbow Colored Enamels, 
this equipment has a hard scratch resisting surface with 
a luster that lasts through the years. Trimmed with 
artistic fittings, finished in Nickel or ‘‘Durocrome’’ 
Wolff fixtures make a balanced ensemble for the better 
class homes, apartments, and hotels. 





Residence of 
H. B. THOMSON 
Dallas, Texas 


Architect 
H. B. Thomson 


Plumber 


Harry Kahn 
51 Sonam 1 4 


WOLFF CO. 


“Superior Plumbing Fixtures’ 


CHICAGO 


, 





















*i 














76 





DOMESTIC 


ENGINEERING 





Re-New-Disc Valve 


; Sag he 
150 Pounds Working Steam Pressure ay 


Every Walworth Valve 
is individually tested 





A disc holder, which slips on the stem, 
is accurately guided and held in place 
by lugs which fit snugly against the 
inner walls of the bonnet chamber, 
can be removed easily and quickly, 
and new composition disc inserted. 
Malleable iron stuffing box nut and 
bonnet ring give additional durability 
and permit unscrewing these parts 
any number of times without injury 
to the valve. 


Off Ag’in, ... On Ag’in, . .. Goin’ Ag’in, 


Gland in the stuffing box, ventilated 
malleable iron hand wheel and rugged 
body construction make the Re-New- 
Disc valve an indispensable servant on 
steam, water and air lines up to 150 
Ibs. working pressure. For steam serv- 
ice this valve is regularly furnished 
with hard composition discs. For cold 
water, gas or air, soft composition 
may be used. Discs of steam metals 
available for special service. 


Note. All sizes are provided with lock-on feature 
except 14, 4% and 1% inch. 





WALWORTH 


Walworth Company, General Sales Offices: 51 East 42nd St., New York 
Plants at Boston, Mass.; Kewanee, IIl.; Greensburg, Pa.; and Attalla, Ala. 
Distributors in Principal Cities of the World 


Walworth Company, Limited, 10 Cathcart St., Montreal, P. Q. 
Walworth International Co., 11 Broadway, New York, Foreign Representative 


March 9, 1929 





es | 












is 8 
wel 
per 


whi 
ma 
tho 








Ph 











March 9, 1929 DOMESTIC ENGINEERING 7/ 


Cooling, Heating and Ventilat- 
ing Modern Theaters 


(Continued from Page 51) 


is supplied with water from the theater’s own well. This 
well is 175 feet deep, and its water has an average tem- 
perature of 59 degrees. 

Two solid curtains of finely divided water, through 
which all air must pass before going into the theater, 
makes up the air washer. During the passage, the air is 
thoroughly cleaned of all dirt and dust, and in hot weather 








Photo shows the boilers and oil burning equipment installed 
in the Piccadilly Theater in Chicago 


is cooled from 15 to 20 degrees, depending on outside air 
conditions, and the temperature of the well water. 

In the winter months the temperature is controlled by 
a system of automatic temperature regulation, which op- 
erates to shut off the steam from the heating coils when 
the temperature of the theater reaches 70 degrees. 

The architects were Starks and Flanders, San Francisco; 
engineers, Leland and Haley, San Francisco; plumbing 
contractors, Luppen and Hawley, Inc., Sacramento; heat- 


ing contractors, Latourette-Fical Co., Sacramento. 


Isometric and the Heating 
Contractor 


(Continued from Page 54) 


ing is correctly and carefully done, ‘‘C’’ will be vertically 
over “‘B” and “‘E”’ will be vertically over “‘D.” 

If a vertical line is run between ‘“‘B’”’ and “C”’ and an- 
other vertical line from ‘‘D”’ to “‘E,”’ as illustrated in Fig. 
7, the front and end of the box have been constructed. 
Moreover, the length and height of both the front and the 
end are to scale. It is now necessary to construct the top, 
Which is gone at in the following manner: 

The front edge of the top has already been erected, 
being represented by the line from ‘“‘C’”’ to the edge ‘‘A”’ 
Which forms the top of the front. Therefore the rear 
edge of the top will be parallel to the ‘‘C’’-“‘A”’ line as the 
front edge and rear edge of the top of the box are parallel. 
It is also known that the end of the top will fall along the 











Hot Water Supply 


Temperature Control 


with 





\ HERE hot water supply is furnished bya 


heater separate from the heating boilers, 
temperature control of water by draft regu- 
lation is exceedingly practical with National 
Type F Metaphram Damper Regulators. 


The Type F Regulator is installed in flow 
line leading from heater to tank and con- 
nected to draft and check dampers. 


Thermostatic action of the regulator gives 
gradual, constant control to draft and check 
dampers, resulting in automatic fire 
control to meet hot water demands, 
and what is possibly more important 
—excess temperature of hot water 







supply is eliminated entirely. 


A profitable field of installa- 
tion is to be found among 





National Systems of 


Heat Regulation and 
Humidity Control, apartments, apartment hotels, 
Metaphram Dampers, 4 ‘ 
Metaphram Meters, industrial plants, country 
Industrial Thermo- . 
static Devices, A-Jacks clubs, ete. 
Steam Damper Regu- 
lator for high pressure , e ° 
portone, Metaphram We will gladly send you instal- 
amper Regulators for ‘ Ks ° ° 
domestic steam, vapor, lation details covering this 
vacuum a water vw e 
heating boilers, Meta- application of the Type Ff 
phram Furnace 
meee Regulator. 








AAnAANAAAAAN 
METAPHRAM 
HUDUUUOUUUUUULE 





NATIONAL REGULATOR CO. 
\\\ 2317 Knox Avenue Chicago, Il. 





eo tseeeae 
| NATIONAL REGULATOR CO., 2317 Knox Ave., Chicago. 7 
| Send us installation details of Type F Damper Regulators for 

| domestic water heaters. | 
| 

| Name... 3 
| 

Address aa niles isiaaeinialiai ait Saiitenteiiehineieaibuacincdaatedditadinaets 
7 a ccetinenin State | 








78 


AMERICAN HOME” 





Model American Home, Oshorne Road 
Loudonville. N.Y. 


b 


Extreme QUIETNESS and 
low cost win popularity 


The T/N is distinctive. And it is 

QUIET. Flushes the bowl thoroughly. 
Costs so little more than ordinary 

washdown closets. That's why this 

charming “Model American Home,” 
built by the New York State Federa- 
tion of Women’s Clubs, at Loudon- 
ville, near Albany, N. Y., is T/N in- 
stalled. 

Up-to-date plumbers find that it pays 

to stock the T/N. Its one-Piece de- 
sign is so distinctive, so popular that 
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This 
“MODEL 


selects ™/Nn 


ONE PIECE 
WATER CLOSET 
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Galen H. Nichols, Albany, N. Y., Architect 
Atrd Don Co., Albany, N. Y., Jobbers 


Cohn © Kramer, Albany, N. Y., Plumbing Contractors 


when people see it... they want tt. 
One job sells another. The T/N car- 
rics a good profit. Comes packed in 
one handy crate, including seat. Is 
easy to install—only two connec- 
tions to make. 

T/N advertising . . . Insuch maga- 
zines as Good Housekeeping, Better 
Homes and Gardens and House and 
Garden... helps T/N sales. Write 
today for the name of your nearest 
jobber. W. A. Case & Son Mtg. Co., 
Dept. 503, 220 Dela- ne neep 
ware Ave., Buffalo, N.Y. UJ. | 


Patents 
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line “B’-“A” because the top cannot go beyond the end of 
the box and the width of the top (20 inches) has already 
heen determined as ending at ‘‘E’’ because “E”’ is 20 
inches from ‘‘A’’ and the top is 20 inches wide. 

Based on this reasoning, a line parallel to ‘“‘C’’-‘‘A’”’ is 
run toward the left, and by similar reasoning it will be 
found that the other end to the top will be parallel to 
“E’’-“A,”’ so a line parallel to ‘“‘E’’-‘‘A”’ will be run to the 
right from “‘C.”’ These two lines are carried out until they 
intersect as shown at ‘‘F”’ in Fig. 8. 

Interesting Facts about Isometrics 

At this point a very interesting fact develops. If the 
distance from ‘“‘C”’ to “‘F’’ is measured by scale, it will 
be found to be exactly 20 inches, and if the distance from 
“EB” to “F”’ is measured it will be found to be exactly 24 
inches. It will also be discovered that three full faces of 
the object are represented and that the length of each 
edge shown is the true dimension, i.e., the true length of 
the edge. More than this, the invisible edges may also be 
shown by running a dotted line down from ‘“F”’ for 12 
inches, which then terminates at ‘‘Z’’ and connecting the 
end of this line at “Z’’ with ‘“‘X”’ and ‘‘Y’’ as indicated in 
Fig. 9. 

When this has been done the whole six faces and twelve 
edges are indicated and all lines are of correct dimension. 
There are certain things, however, which are not correct; 
for instance, the area of each of the six faces will not 
come out the same as the area of the box faces, but will 











Photograph taken at the wedding of Mr. and Mrs. C. M. Ward, 

which took place in the showroom of the Leighton Supply Co., 

Fort Dodge, Iowa. E. I. Leighton, president of the company, 
is shown at extreme right 


be less owing to the angling of the lines. Neither will a 
diagonal line (such as a line running from ‘X” to ‘‘V’’) 
Show the true length of the line. But any line running 
vertically, or parallel to the sides, ends, top or bottom, 
Will show its true length. 

To illustrate this, let it be assumed that on the top of 
the box there are two lines, one running parallel to ‘“‘F’’- 
“V” (Fig. 10) and 6 inches from the edge and another 
line running diagonally across the top from “V” to “WwW” 
(Fig. 10). These lines will appear as shown in Fig. 10 
and are located by measuring 6 inches from ‘“‘F” and 6 
inches from “V” along the two ends giving points “F-1” 
and “‘V-1,"" as shown in Fig. 10, and connecting these two 
points. The line from ‘“W” to ‘“V” is simply drawn be- 
tween the two corners as shown. ‘‘F-1”’ to “‘V-1”’ will be 
true to scale as it is parallel to one of the edges, but ‘““W’’- 
“Vv” will not be true to scale as it is not parallel to any 
of the faces of the box. 
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Johnston Oil-Burner Boiler 
Installations Pay for 
Themselves 


ECORDS show that Johnston Oil- 
Burner Boiler installations often 
pay for themselves in two years by the 
oil they save. Or, if the total cost of the 
oil burner installation is $1000.00, the 
Johnston Boiler will pay the owner 
back 15° on his investment the first 
year. 


It is facts like those given above 
which will help you overcome the high 
cost of fuel objection and sell more oil 
burners. Show the buyer that he can 
have all the convenience and comforts 
of automatic heat at a fuel cost not any 
greater than coal, and many times less, 
and you’ve gone a long way toward 
closing the sale. 


Write today for a copy of the new Johnston 
Brothers Catalog which tells you how the Johnston 
Oil-Burner Boiler will help you increase ‘your 
business. 


JOHNSTON BROTHERS, Inc. 
Ferrysburg, Michigan 


Jounston Brortuers, INc., 


Ferrysburg, Michigan. 
Please send catalog and complete dealer’s proposition to: 


Address.... 
City...... 
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RETAIL ADVERTISING SERVICE 


These pages this week carry two single column newspaper ads, one two-column newspaper ad, 
the usual sales letter and two publicity items. Also included is the second of the “windowgrams” 
with instructions for its use. The cuts for the single-column ads cost 35c each or $4.20 for twelve 


weeks’ service. Cost of cut for two-column ad ts 50c. 








,// Bathroom 

' Accessories 

ik —now may be had in 
ip color as well as white | 





ON'T let the bathroom be just || 
“all right.” It can be made a_ |! 
colorful room. Drop in and see the || 
accessories we show, in white and in |! 
color—accessories which will furnish _ || 
the finishing touch to a room too 
often valued only for its utility. Now, || 
with color available in shower cur- || 
tains, bath stools, holders, seats— || 
and with these products in white but 
with distinction of design—the bath- 
room may have its own color scheme. 
Visit our display. 





(In this space your Name, Telephone 
Number and Address) 


NEWSPAPER AD No. 10 


FRAYED SPATS 
EXPOSE IMPOSTOR 


“A pair of frayed spats,’’ says Harry 
Brown, local plumbing and heating 
contractor, “‘once led to the exposure 
of an impostor who had succeeded for 
a few days in hoodwinking society, 
until someone suggested that a man, 
supposed to be wealthy, would hardly 
allow a ragged accessory ruin a cos- 
tume which was otherwise just good 
enough to get by. 

“That’s the way it is often witb ac- 
cessories in the home. Take bathroom 
fittings—the towel bars, glass or tooth- 
brush holder, and so on—often they 
are so shoddy as to make the whole 
bathroom look neglected. 

“A crisp, colorful shower curtain, 
new accessories (in white or in color) 
—-these things will do a lot to give the 
finishing touch to the bathroom.”’ 
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SALES LETTER 
No. 5 


HARRY BROWN 
PLUMBING & HEATING 


Two Rivers, N. Y., 
March 9, 1929. 
Mr. Edward Jones, 
Two Rivers, N. Y. 
Dear Sir: 

Scientific heat—radia— 
tor heat—from whatever 
angle viewed, serves the 
interests of the home owner. 

He wants to get up in 
the morning to a warm house. 
Radiator heat makes that 
possible. 

He wants his heating 
plant convenient. Radiator 
heat is convenient. 

He wants to be able to 
control house temperatures. 
Radiator heat can be con— 
trolled to within one or two 
degrees. 

He wants heat dis-— 
tributed equably in the 
house. Radiator heat neg— 
lects no room, however 
remote. 

He wants economy. Ra-— 
diator heat, because it can 
be controlled, and because 
it is scientific, is eco— 
nomical. 

These are the consider— 
ations responsible for the 
fact that the more expensive 
type of home is always 
equipped with radiator heat. 
But the modest home, too, 
should enjoy scientific 
heating principles. 

We have specialized in 
the installation of radiator 
heat in older types of 
homes. You will find your 
home much more comfortable, 
and you will find its sale 
or rental value greatly 
increased, by such an 
installation. 

Yours very. truly, 
HARRY BROWN 





ERE are two newspaper 
| encanta items—clip 
them and hand them to your 
local paper. They represent 
valuable sales help. 
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Phone Us | 
for Right Heat 


F YOU want scientific heat; if you 
want controlled heat; if you want 
convenient heat; if you want equable 
distribution of heat; if you want to | 
get up to a warm house in the | 
morning—phone us for a complete | 
explanation of radiator heat. We 
specialize in bringing heating systems 
in older homes up-to-date—and we 
have a long experience in installing 
radiator heat in new homes. Radi- 
ator heat means comfortable, con- 
venient and healthful conditions no 
matter how cold the weather—your 
home should not have to do with 
less. Telephone—we'll send a com- 
| petent heating engineer to explain. 


(In this space your Name, Telephone 











umber and Address) 





——$—$$$$ 





NEWSPAPER AD No. | 





SOME OF US 
VOLUNTARY CAVEMEN 


“Some of us,” says Harry Brown, 
local plumbing and heating contractor, 
“are voluntary cavemen. I mean by 
that that I may be content with an 
old-time phonograph when I ought to 
have a radio; my neighbor may De 
content with a bicycle when he ought 
to have an automobile. And a lot of 
people are content with old-fashioned 
heating methods when they ought to 
have radiator heat. 

“<«There he goes again,’ someone Will 
say, but I believe enough in the value 
of what I’m trying to do to preach 
about it whenever I get a chance. ! 
don’t see why people get up to cold 
houses, have cold rooms, stand for 
temperature that fluctuates from 60 t 
85 during the day, when they can have 
the convenience of radiator heat.” 
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Practical Advertising Helps 




















And now — 


COLOR 





SHOWER CURTAINS 
S....... hooks, in soft colors. 
BATH MATS 


BATH STOOLS 

_ heey nt ea Me: 
HEALTH SCALES distinctive character. 
TOILET CHAIRS 


HOOKS, HOLDERS, 
TOWEL BARS, ETC. 


(In this space your Name, 
Number and Address) 


for the bathroom! 


fashioned cretonnes—bath stools in beau- 
tiful mother-of-pearl tints—holders, bars, 
You may develop 
a definite color scheme for the bathroom, 
with its white fixtures, and so give it a 
Come in and see our 
complete displays of accessories. 


Telephone 


For those of our sub. 
scribers who want to use 
two-column or larger 
ads, the illustration cut 
is available at 50c. Write 
us and tell us if you 
want the large one. We'll 
send it immediately. 








q” VERTISING shoud be 
considered as a ca mpa Lg —— 
each piece of copy ought to fit 


-CESSC “S, like » pictured, will , 
pe rognore a ones meet: Da mto a@ progressive campaign. 
room Gay shower curtains “like old- These pages, for instance, will 


help build brief efforts on acces- 
sories and on radiator heat. 
Each piece of copy ought to be 
strengthened by others—as the 
sales letter helps the newspaper 
ad, and the publicity item helps 
hoth. 














NEWSPAPER AD No. 5 


How to handle the window card 
shown at right 


A Window Display Suggestion—No. 2 

In your local ten-cent or twenty-five cent store, 
you can get a toy truck and a toy sedan. Tie the 
two as if the truck were towing the sedan to the 
yarage. Place these toy cars either at the foot 
of the card, or, if your card is long enough, it 
would be possible to construct a cardboard plat- 
form just under the first three lines of copy and 
there set your cars—they’d be part of the card 
then. 

You can have the copy for the card set up by 
your local printer, or you can have your local 
sign writer or show card writer, letter it by hand 
for you. Whichever course you follow, be sure 
that your card is of first-class appearance. Don’t 
try to do the thing cheaply—pay a dollar or two 
so that your card will be as good looking as any 
in any other store on your street. 


| The repair man takes your 
car to the garage for repairs— 
he couldn’t carry all the parts 





| 
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But the plumber 
can t tow your house 
to his shop to 

fix a leaking pipe 
or faucel 





Yet there are over 3,000 parts, 
any one of which might be 
required to fix that leak 
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Every rural woman wants 
Running Water 


i every village home, in every farm house, is a woman 
who wishes every day that her home had running 
water and the comforts of plumbing. The time has 
arrived when you can tell her that she can easily have 
them, and show her husband that it will prove a profit- 
able investment. Crane Automatic Water Systems now 
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provide complete, dependable water-works for virtually 
any home anywhere, at a 







cost less than city dwellers Deep Well 
pay. Write for the new —— 
Crane book, A. D. 9-R, ie 
Crane Automatic Water , 
Systems, illustrating and de- f 
scribing the complete line | 
of Crane systems. Let us \ 









send you dealer discounts. 


LG Tn 
‘< 


4 4 f 


Pumping water from depths down to 250 feet 
and storing it under pressure to supply running 
water to farm and suburban homes. Made in all sizes and capacities. 


CRANE 














CRANE CoO., 836 S. MICHIGAN AVE., CHICAGO, ILL. 
Branches in all principal cities 


“HAAS” Rely-A-Ball 


-~ 











offer your custo 
mers when you 
install a Haas- 
and it relieves you 
of the © service 
problem for all 
time. 


Order the Haas 
through your job- 
ber or write us 
direct for full in- 
formation and the 
price 


For your next 
flush valve job, 
try the Haas Rely- 
A-Ball. The sim- 
plest for installa- 
tion, requiring no 
adjustments or 
alignments of any 


kind. 


No bolts, screws 
or anything else 
to jam up or get 
out of order. 

A lifetime of serv- 
ice from every 
Haas Rely-A-Ball 
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American Plumbing 


(Continued from Page 74) 


mitted to the mouth, is simplified by the lavatory. The 
sanitary condition of the kitchen and the cleanliness of 
cooking utensils and food are in a great measure depen- 
dent upon the kitchen sink. The sanitary drinking foun- 
tain has eliminated the danger inherent in the use of the 
common drinking cup, and the sanitary water closet is the 
safest method of removing human excrement and urine, 
which are the greatest hazards to man. This modern con- 
venience has eliminated thousands of foul germ-producing 
privy vaults, the chief breeding place of that disease-carry- 
ing pest and menace, the common house fly. The elimi- 
nation of the privy vault has also removed one of the 
homes of the rat, another pest which is a very expensive 
boarder and a known disease carrier, as has been proven 
on many previous occasions. 

The intelligent real estate dealer is aware that a system 
of plumbing increases the value of the building far beyond 
the actual cost of the plumbing system. The hotel man- 
ager is able to charge from fifty cents to a dollar a day 
more for a room with sanitary conveniences. Running 
water in hotels is now considered a necessary adjunct by 
the traveling public. The plumbing system in a hotel not 
only adds to the comfort, convenience and health of the 
patrons, but is a source of revenue, which brings large re- 
turns to the owner. 

The housewife of this country owes a debt of gratitude 
to the plumbing business because of the progress and 
measures adopted to lighten the labor of housework. 
Cooking, washing and removal of body and domestic 
wastes, formerly drudgery, are now simplified by sanitary 
conveniences. Formerly water had to be pumped or 
lifted and carried from the well, cistern or spring for 
drinking, cooking, laundry, bathing and other household 
purposes and the wastes had to be carried out and emptied. 
The water was often of questionable quality. The method 
and place of waste disposal, in nine out of ten cases, re- 
sulted in a nuisance. The back yard privy, located at the 
greatest distance from the house to remove the possible 
odors in summer, added to the discomfort and inconven- 
iences and the possibilities of added difficulties and irregu- 
larities in bad weather. 

Go back forty years or even thirty years and compare 
women’s work then and today and it will be found that 
most of the drudgery existing has been eliminated by 


the plumbing system. Hot and cold water for drinking, 





bathing and domestic purposes is conveniently arranged 
for use in the laundry, kitchen, bath and bedrooms. 
Domestic and body wastes are swiftly and safely removed 
from the immediate premises by the drainage system. 
Labor has been reduced, comfort and conveniences added 
and personal cleanliness simplified, pure water supplied, 
foul odors, unhealthful conditions and the elements favor- 
able to the origin and development of disease have been 
removed. 

Low first cost in plumbing installation is mistaken 
economy. A second class plumbing and drainage system 
in cost will prove itself a second class system in service. 
A year or so in service will reveal the inefficiency of the 
fixture, device or construction. Discomfort, inconvenience, 
cost of repairs, foul odors, insanitary and unhealthful 
conditions are the resulting penalties, which the occupant 
must pay. 

Sanitary plumbing is of more real value than medicine. 
Plumbing provides means for keeping the body, wearing 
apparel, the house and our streets and alleys clean. 
Cleanliness means healthfulness. A plumbing system 
stands for cleanliness, which also means that the plumbing 
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A ©NEW 
MALE 
ARM 


(Patent applied for) 











for 


Classic 
Sink Faucets 


Two-water Classic Sink Faucets with adjustable arms for 8 in. centers 
are now available with male arms and adjustable flanges if so ordered. 





The new arm has a fine thread on which the ball-shaped flange follower 
is adjusted to hold the flange firmly against the sink back. This insures 
making the flange snug against the sink back no matter at what angle the 
nipple may come through. No other sink faucet has this advantage. 


For three-water Classics, patterns are now being made for male arms. 


Something new—something different—something worth while and 
always practical—this is the progressive spirit always back of Chicago 
Faucet activities. 


Isn’t that the kind of a company you'd like to do business with? 


THE CHICAGO FAUCET CO. 


2700-22 N. Crawford Avenue Chicago, Illinois 





No. 459 Plain Chrome all-metal Concealed [D-1203 Classic Sink Faucet No. 425 Art Chrome all-metal Classic Sink 
Valve Classic Sink Faucet, with soap dish with china soap dish, hose and Faucet. Also furnished with hose and spray 
Also furnished with hose and spray and third spray. and third valve for drinking water. Low soap 
valve for drinking water. Low soap dish and dish and high spout especially adapted to the 
high spout especially adapted to the new low new low back sinks. 

back sinks. 





CHICAGO FAUCETS 


3 Lines-New Art Chrome-New Plain Chrome-Nickel Plated,China Trim 


Mention Domestic ENGINEERING when writing advertisers. 
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‘24 eliminated 
their call-backs”’ 


“Say, boss, while you were out, Harry from Plumb- 
ers’ Wholesale was here. He'll be back later to talk 
to you about their Flexitite gate valves, like these in 
this circular.” 


‘“What’s special about them?” 


“Look at this copy of a letter* from one of his cus- 
tomers who tested his 100-lb. valves under a 500-lb. 
pressure, on oil too.” 


“That sounds all right, but we wouldn’t use ’em on 
any 500-lb. service.” 


“Sure we wouldn’t. But the point is that this gate 
valve has eliminated their call-backs because it doesn’t 
leak. It saves them money. We can dothesame thing.” 


‘Well, we are in business to make money by saving 
it where we can. Put it on the want-book and give 
Harry an order. We'll see whether they’re good or 
not in a hurry.” 


Ohio Brass Company 
Mansfield, Ohio 
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system prevents where medicine cures, and prevention is 
more desirable than the cure. 
The Need of Plumbing Codes and Inspection 

[Investigation has shown that in the absence of sanitary 
regulations and whenever each person is permitted to in- 
stall a plumbing system according to his own ideas, insani- 
tary conditions are sure to prevail. 

Shall the standard of plumbing regulations be deter- 
mined by the person who lives in the house, by the owner, 
the manager, real estate speculator, material manufac- 
turer, or in conformity with the standard of living and 
decency? 

A great many people still cling to the idea that plumb- 
ing codes are created and laws enacted for the sole benefit 
of plumbers and that the public is made their legalized 
prey. This idea is kept in motion by real estate specu- 


lators, specialty and material manufacturers and others: 


whose only interests are mercenary. No humanitarian, 
social, moral, financial or sanitary argument can be ad- 
duced against the enactment and the standardization of 
plumbing codes by state and nation. This will not only 
eliminate commercially interested individuals and corpo- 
rations, but any other organization whose interests are 
purely selfish. 

To protect the public from insanitary plumbing and 
the influence of harmful surroundings caused by reckless 
competition, the use of cheap and defective material and 
improper installation, sanitary regulations are provided, 
regulating the location, construction, installation and in- 
spection of plumbing. 

The Standardization of Plumbing Practice 

In America we have been thinking for years in terms of 
standardization of plumbing practice. We have been look- 
ing longingly at the stars thinking of universal, minimum, 
standard plumbing regulations, but have continued along 
in the lowlands. High ideals have been our goal, but 
the daily grind of the day’s work has held short of real- 
ization. At each meeting of a sanitary society some 
progress has been made, something has been achieved 
to meet the demands of modern practice, something but 
not enough. We know that universal, minimum, standard 
plumbing regulations mean standardization and that 
standardization means efficiency and economy in practice. 
We also realize that sacrificing efficiency for economy 
would be false economy. 

History tells us that each step forward in any indus- 
try, whether it be agriculture, manufacturing, mining, 
medicine, chemistry or engineering, is always resisted. 
There is nothing uncommon or strange about the resist- 
ance to the standardization of plumbing codes by a number 
of manufacturers, jobbers, master and journeyman plumb- 
ers. This resistance is usually caused by misunderstand- 
ing. Objections are generally based upon the theory that 
geographical location of a city or building is a factor and 
requires an entirely different code of practice. 

The finest system of plumbing in the world will not 
make a building safe but will insure the persons who 
occupy the structure that certain health factors have been 
provided. 

There is nothing reasonable in a plumbing code that 
permits discrimination of persons according to geograph- 
ical location and size of municipality. The real object of 
plumbing laws is to guard people against injury to health. 

No man has greater respect and love for the trade tra- 
ditions of the plumbing industry than the writer. Mon- 
uments might well be dedicated to the men who pio- 
neered the plumbing industry for the part they have 
played in providing health, comfort and conveniences to 
the people in our cities, towns and rural communities. 
However, our loyalty to the plumbing industry does not 
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Tub & 


Shower Combinations 


with the famous 


One plunger MIKO Valve 





One plunger means: 


—Even-wearing 
Seats, 
—Simplicity of 
Design, 
—Positive Closure, 
—No Binding, 











and No Circulation 
when shut off! 





Eliminate the nui- 
sance of shopping 
around. MLXO Fix- 
tures are furnished 
with complete tub 
and shower trim. 
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You Save at Least 20% Over Any 
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Send for Catalog FS-12 
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ONEL METAL equipment will harmonize with specified by progressive architects and home-owners 
the color scheme of your kitchen—any kitchen. _ because they keep their good looks under the grate and 
The bright, silvery beauty of this white Nickel alloy grind of the thrice-daily handling of glassware and 
reflects its surroundings, adds a crisp note of cheer- dishes, pots and pans. Monel Metal table tops, wash- 
fulness, and in many other ways makes your kitchen _ing machines, cabinet tops, oven linings, range hoods, 
a pleasanter place in which to work. and hardware will likewise meet YOUR demand for 
Monel Metal's silvery appearance is only one of its completely modern and long-wearing equipment. 
many advantages. Its unfailing cleanability, its absolute In planning a new home or repairs on your present 
rust-immunity, its toughness and durability—all these one, discuss the use of Monel Metal with your archi- 
properties mean less work and lasting attractiveness. tect and sheet metal worker. Also mail the coupon 
Monel Metal kitchen and pantry sinks are being for more information and a sample of Monel Metal. 


/ 
THE INTERNATIONAL NICKEL COMPANY, INC., 67 WALL STREET, NEW YORK, N. Y. 
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a THE INTERNATIONAL NICKEL COMPANY, INC. 
i NTOLD centuries ago, Nature duced and marketed solely by The 67 Well Seren, New York, N. ¥. 
combined two-thirds Nickel International Nickel Company, Inc. ears pk angel ey pb ep ham 4 
e “Monel Metal” is a regis- . 
tered trade mark and identifies the Name 
onel Metal. This alloy is pro- genuine alloy | 
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MONEL METAL~A PRODUCT OF THE NICKEL COMPANY, INC. Occuranion 














This Advertisement 


from the March 2nd issue of The Saturday 
Evening Post and the April issue of Good House- 
keeping will arouse buyer-interest in Monel 
Metal sinks. Your customers will want more in- 
formation. Write us today for facts you will 
need about uses for Monel Metal in the home, 
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mean that we favor false traditions supported only by 
unproven theory. | 
The Desirability for a National Plumbing Code | 
Since the distribution of the Hoover Report, many rea- MB 
sons have been presented why a national plumbing code 
was impractical. The following are some of the reasons i 
advanced: 
1.—The great difference in conditions in different wt 
localities requires an entirely different code of prac- 7 
tice. | 
2.—That different conditions which influence plumb- 
ing installations in all the different localities cannot i 
be known by one or two men who may be detailed to wy 
prepare a code. nt 
3.—That no man outside of his own locality cas Cc. W. Miller, Rado Co., Milwaukee, and E. K. Campbell of “ 
be considered an experienced expert on the question Kansas City, Mo. Photo taken at the annual meeting of the a 
of national plumbing requirements. American Society of Heating and Ventilating Engineers 
4.—Therefore, since a few code makers do not . ' ; , 
know all about the peculiarities in hundreds and 7.—Practical plumbing, ie in accordance 
thousands of cities and villages and rural districts in with certain natural laws, is applicable to plumbing 
America, how can they prepare a plumbing code or a always and everywhere. No human agency can 
sanitary code suitable to all from a practical stand- change it. Plumbing systems that ate designed and 
point? installed according to natural laws will work equally 
eee ee anywhere—up North, down South, on the tops of 
; . : : the highest mountains or down in the valleys below 
any. A national code might help country plumbing ‘i oon. 
by raising it to a higher standard. In our opinion, this seventh paragraph answers the six ‘ He 
6.—Can we combine theory and practice into a other reasons. It would be just as logical to say that or. 
code of regulations that will be suitable for every plumbing installed in accordance with a practical plumb- 
locality in the United States? Ing code based upon certain natural laws is applicable to 


some men who justify their opposition to a national plumbing practice always and anywhere and that no 
plumbing code are agreed that the twenty basic principles human agency can change it. Further, that plumbing 
of the Hoover Code are generally applicable. Their line systems that are designed and installed according to a 
of reasoning in the first six questions is not in harmony national code founded on natural laws will work equally 
with the seventh paragraph which follows: anywhere—up North, down South, on the tops of the 
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HEN you figure your next job, 

remember that even though J 

Kennedy Malleable Iron Pipe Fittings 4d 

may cost a fraction of a cent more 

than the cheapest fittings, thousands 

, of plumbers have found that they save 
many dollars of pipe-fitting time by 
protecting against imperfect threads, 

leaky connections, and split fittings. rf 
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IN every price range, there is an un- 
usually fine water closet by Maddock: 
The Improved Madera at $85, the 
Madbrook at $50, and the Maderno 
at $31—all unusual quality toilets 
for the price. 
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THOS. MADDOCK’S SONS CO. 
Trenton, N. J. 
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highest mountains or down in the valleys below the 
sea. 

And while this paragraph eliminates the six objectional 
reasons presented why a national code was impractical, 
we believe that the subject is worthy of a more detailed 
discussion. The above reasons, Nos. 1 to 6, place great 
stress upon different conditions in different localities 
which influence plumbing installation, that these condi- 
tions are unknown to anyone outside of that locality, that 
no one but a resident knows anything about these con- 
ditions, that an outsider cannot write a suitable code 
because such a code would be based entirely upon theory 
and therefore impractical, that a national code based 
upon theory could not be combined with practice and be 
suitable for every locality in the United States, and that 
the Hoover Report is based upon theory. 

What are the unnamed different conditions in different 
localities which require a different code of practice? What 
are the great differences in conditions and how do they 
affect a plumbing code of standard practice? Is the sug- 
gested detailed code in the Hoover Report founded on 
theory or practice? The first six reasons against the 
national standard plumbing code are based entirely upon 
the theory that is merely a hypothesis denoting assump- 
tion without proof. 

The word “practical” is defined to mean “available, use- 
ful, usable or valuable.”’ In action, practical would mean 
skill or experience in practice. Practical is opposed to 
speculation. A practical plumbing code would mean that 
the code was useful, usable and valuable in action. Expe- 
rience in its strictest sense applies to what has occurred 
within a person’s own knowledge. Practical experience is 
the truth of experience. On the other hand, theory is 
openly opposed to practice and sometimes to fact. 


Sanitary Plumbing Is the Same Everywhere 

As a plumber’s helper, a journeyman plumber, a state 
inspector of plumbing, a member of the State Code Com- 
mittee, a member of the Ohio Board of Building Stand- 
ards, a consulting sanitary engineer, with War service in 
Cuba in 1898-99 and in Palestine and Syria in 1918-19, 
as the author of many plumbing codes both in the North 
and the South, as the designer of many practical plumbing 
systems in buildings in the North and the South, the 
writer believes that he can rightfully lay claim to being 
practical. He also had the privilege of serving as the 
consulting sanitary engineer to the Committee on Stand- 
ardization of the National Association of Master Plumbers. 

Our experience has not been confined to the city of 
Columbus. We have been in almost every city in the 
United States from Boston to Seattle, from Los Angeles 
to New York and from Minneapolis to New Orleans. In 
addition to knowing the ccnditions in this country, we 
were also privileged to visit South Africa, East South 
Africa, India, Egypt, Palestine, Syria, Italy and France. 

Our experience applies to what has occurred within our 
own knowledge and with almost twenty-five years of re- 
search, we believe that we are in a position to answer 
some of the objections raised to the adoption and enforce- 
ment of a national plumbing code. In our files are copies 
of almost every plumbing code that was ever put in print. 
In addition to knowing the conditions in this country, 
we are reinforced with the experience gained in three 
other continents. These experiences, of course, have en- 
abled us to secure a broad viewpoint, and we have been 
unable to find the great differences in conditions which 
are known only to those men who reside and do business 
in the individual localities. We have failed to find that 
each man’s expert knowledge is limited to his own locality. 

There is no mystery, nor is the plumbing business 80 
complex that any man outside of his own locality cannot 
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YW oOEST-TEST-TEST AGAIN? 


Trane Bellows Traps and Valves are built 


with the precision of a fine watch 








ESTED for tension — tested 
with steam — tested by the 
Bureau of Standards method 











under actual operating conditions 

— tested for mechanical breakdown — no 
wonder Trane Heating Specialties employ- 
ing the Trane Thermostatic Bellows stand at 
the top of their field! 


The Trane testing program, including tests 
originated by and exclusive with the Trane 
organization, is characteristic of this com- 
pany’s progressive policy. The same policy 
is responsible for improvements recently 
made in the Trane Bellows Packless Valve — 
non-rising stem, 
tension arrange- 
ment to hold valve 
in position regard- 
less of vibration, 
interchangeable 
wheel or lever 
handle — improv- 
ed appearance — 








all the little re- 
finements that 
make a product stand out above the crowd. 











Of course the fundamental Packless principle 
— no steam in contact with the stem at any 
point — remains unchanged. 


Other Trane products must measure up to this 
high standard. Trane recently took a firmer 
grasp on leadership of the concealed heating 
field by bringing out the Under- Window Con- 
cealed Heater, a completely assembled unit 
which eliminates extras and includes a remov- 
able front panel for immediate access at the 
turn of a few screws. Investigate this new 
model before you ever recommend any older 


type of heating unit. Write for complete facts. 


THE TRANE CO., Dept. 3 


204 Cameron Avenue, La Crosse, Wis. 


HEAT CONCEALED 
CABINETS HEATERS 


PUMPS, UNIT HEATERS, AND HEATING SPECIALTIES 
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Robras 20-20 Bathroom Unit 
installed in the residence of 
Dr. F. A. Humphreys, West- 
port, Conn. Harold J. McGill, 
Heating Contractor. 
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Why Do They PREFER To Use 


ROBRRAS 2°2° Bathroom Units? 


WNERS prefer ROBRAS 20-20 Bathroom Units because they are 

out-of-the-way. They have no legs, so that cleaning beneath 
them is easy. Steamfitters like them because their light weight makes 
quick, easy installation. Then too, they are suspended from the steam 
or hot water pipes and no time is wasted in adjusting supports or 
installing hangers. 
The ROBRAS 20-20 Bathroom Unit comes complete. It is composed of 
ROBRAS 20-20 Radiator sections rated from five to twenty-five square 
feet as required, and equipped with lacquered metal cover or cabinet. 
A copy of our price list and installation data is ready to be sent you as 
soon as we have your name. Send for it today. 





End of cover is detachable for installation 
where there is insufficient height to lower 
‘ cover from above. 


ROME BRASS RADIATOR 


CORPORATION 
ONE EAST FORTY -SECOND STREET - : NEW YORK CITY 
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be considered an experienced expert on the question of 
national plumbing requirements. If this were true, then 
the plumbing business of an individual plumber or corpo- 
ration would be confined to his or its own locality. We 
have several large plumbing and heating contractors in 
our own home town who have proven that it is not impos- 
sible for a concern to operate successfully in all parts of 
the United States as well as in some foreign countries. 
There are hundreds of plumbing contractors in this coun- 
try whose activities are not confined to one locality. They 
have successful installations everywhere—up North, and 
down South. If standardization of code practice was 
impossible then each vocational training school would 
require a teacher with a knowledge of the so-called dif- 
ferent conditions which influence plumbing installations 
in each of the different localities. The traveling member 
of the journeyman plumbers’ organization would be lim- 
ited to one city. 
No Major Difference in Plumbing in the North and South 
Twenty years ago we were told that for the same rea- 
sons a state code was impractical. We started out to 
prove the existence of these different conditions. We 
have found no major difference in conditions as between 
our Northern and Southern states. 


The difference between a cold climate and a hot climate 
does not change any of the fundamentals in plumbing 
practice. It is true that a few additional regulations are 
necessary, and wherever required, common sense protec- 
tion is anticipated and provided for. But they are neither 
dificult nor peculiar. The intensity and duration of frost 
emphasizes the protection needed. Up North, the roof 
openings are increased to prevent frost closure. Sewer 
and water pipes are laid below the frost line or properly 
insulated. Plumbing is not usually instailed in buildings 
unless fully protected or heat provided. 

In the South or the Tropics where frost is not a factor, 
no consideration is given to frost closure or insulation 
against frost. The Tropics have their own problems but 
they do not change any of the underlying principles of 
plumbing practice. Water-borne diseases are more pro- 
lific. Open top reservoirs must be protected against 
vermin and insects. Rat proofing of pipes to prevent 
them from being used as runways is given more atten- 
tion. But the methods of removal of sewage and the sup- 
plying of safe water through a plumbing system may be 
the same, and the geographical location does not alter 
or require a different code of practice. 

Are there any other different, unknown, peculiar con- 
ditions that require an entirely different code of practice? 


We have sought for the theoretical or imaginary differ- 
ence. There is no mystery about plumbing but the plumb- 


ing business is infected with precedent, prejudice, local 
pride and indifference that are responsible for the incon- 
sistencies which have crept into plumbing codes. This 
statement will be resented. Many men represent cities, 
each of which in their own opinion, has the best code in 
the state. And if we go back through the history of 
Plumbing legislation, we will find precedent, some prac- 
tice and a pair of office shears played a prominent part 
in the drafting of codes. 

Why plumbing, plumbing codes, inspectors? One of 
the oldest laws used to preserve life and taught thousands 
of years ago, is: “All life is destroyed by its own 
products.” 

Plumbing introduces safe water and removes sewage 
and other objectionable water-carried wastes. Whenever 
& person, city or village, ignores, neglects or becomes care- 
less, death is usually the penalty. The weight of evidence 
bears testimony in the loss of life, the terrible experi- 
ences and the suffering of mankind. Millions of dollars 





Ten Years -- - 


No Complaints 


BOWLUS 
JEWEL 


“We installed two groups 
of Bowlus Closets, one 
in St. Vincent's Asylum 
Troy, N. Y., and one 
in St. John’s Academy, Rensselaer, N. Y. They 
have been in use for the past ten years. They 
are in daily use. We get no complaints from 
them.” 





Kenneally & Coogan, Plumbers at Troy, 
N. Y., wrote the above. It is just additional 
evidence of the worth of Bowlus Jewel Auto- 
Pneu-Matic Closets in those installations 
where hard usage is to be met. 


Write us for full information—no obligation. 


The Bowlus Manufacturing Co. 


SPRINGFIELD OHIO 
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The Esda is the Water 
Heater you want to 
handle. It has every 
salable feature it needs 
and besides has the 
quality to back up 
these points. 


>| Hundreds of Con- 
7) tractors are making big 
(| profits with Esda. Why 
» 1 don't you investigate 
what this fast selling 
heater will do for you? 















Write for complete 
technical and sales 
details. 
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for safe water supply, millions of dollars for sewerage 
systems and sewage treatment plants, millions of dollars 
for air circulation in sewerage and drainage systems are 
all wasted if the basis is founded on theory or the assump- 
tion of facts. 

Sewage from a building in the city, village or rural 
community located in the North, South, East or West is 
dangerous to life and health. 

Unsafe water in the city, village or rural community 
located in the North, South, East or West is dangerous 
to life and health. 

Insanitary or defective plumbing and drainage in the 
city, village or rural community located in the North, 
South, East or West is dangerous to life and health. 

Sanitary pottery in the rural home is just as essential 
as on the twentieth floor of a New York office building. 

The plumbing fixture on the twentieth floor of a build- 
ing may be a full brother to the one on the first floor 
and may have passed through a kiln with another brother 
installed in a rural bungalow. 

The trap serving a plumbing fixture in a farm house is 
just as indispensable as a trap on a fixture in a city home. 
Siphonage and back pressure of the trap in either place 
may be prevented in the same practical manner. 

The length of cast iron soil pipe made from the same 
pour in the same foundry may find its way to the twenti- 
eth floor of a skyscraper or the basement of a cottage. 
Its function is just the same. The height of the building 





Oliver J. Prentice of C. A. Dunham Co., Chicago, and 

John M. Robb of the Herman Nelson Corp., Moline. 

Photo taken at the annual meeting of the American 
Society of Heating and Ventilating Engineers 


or geographical location is not the controlling factor in 
the wall thickness of the pipe. The life of the material 
in service is the factor that should determine the wall 
thickness. Durability of pipe is not conditioned upon 
height or kind of building. . 

A soil pipe stack in a building in Chicago may be in- 
stalled under the same practices as a soil pipe stack in 
Los Angeles, New York, Cleveland, Cairo, or Rome. The 
health of the occupants of a building in New York or in 
a rural community is just as important. The principal 
function of a soil pipe stack is to remove sewage and other 
liquid wastes. A short quarter bend installed at the base 
of a soil or waste stack in Paris, France, will bring about 
the same result as in Paris, Illinois. A roof opening of a 
soil pipe located immediately adjacent to a window in 
Detroit will create the same nuisance as if it were installed 
under a window in a building in New Orleans. 

The general regulations with reference to workmanship, 
the quality and weights of materials, the method of mak- 
ing joints and connections, the kind of traps, the quality 
of the water supply, the water service and its control and 
protection, the kind of materials permitted for plumbing 
fixtures, the amount of water discharged by any given 
fixture unit, the sizes of soil, waste and vent stacks, the 
methods of preventing siphonage and back pressure, the 
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The new S & K Five One Five Swing 
Spout Kitchen Sink Faucet is a decided 
advance in making the kitchen sink neater 
in appearance and more efficient. 


Lever handles do not interfere with soa 
dish. The Five One Five can be had wit 
or without the soap dish. 


Your customers will want this low priced 
faucet for their new buildings and old 
ones. 


Write us for full information 
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5 times as fast! 


A motor boat plows through the water at 20 miles an hour while 
overhead a seaplane roars by at 100—5 times as fast! 


A strong contrast, yet no stronger than another contrast of vital 
importance to plumbing and heating contractors. Pressures in a 
closed system rise 5 times as fast as temperatures. 


These figures show the danger 


It will pay you to think of this rate of increase in terms of boiler 
explosions in closed domestic hot water supply systems. It only 
takes a temperature increase of 72 to 110 degrees to effect a pressure 
increase of 60 to 265 pounds and at 265 pounds something is bound 
to give way mighty soon unless adequate relief be provided for. 


Keeping a ‘‘closed’’ system ‘‘open’”’ 


A Red Top Relief Valve (Model No. 1) is the simplest means of 
keeping a ‘“‘closed’’ system ‘“‘open”’ and of forestalling needless 
disaster and destruction. It is a positive-acting device that pro- 
tects your customers—and your own good will in the bargain. 

A Red Top is approved by Underwriters’ Laboratories, Inc., 
A Red Top Model No. 1 may be set to relieve at 50, 75, 100 and 
130 pounds, and protects domes- 
tic hot water supply systems. 


The Red Top Relief Valve 
Model No. 2 relieves at 30 
pounds and is used as the basis 
of an efficient and economical 
system of hot water heating. 


Let us give you fur- 
ther information. Use 
the coupon below. 





Neptune Meter Co. 
50 E.42nd St. New York City, N. Y. 
Branch Offices in Principal Cities 





Sectional View, Model No.1 for 
domestic hot water supply systems 
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» NEPTUNE METER CO. ' 
, 50 East 42nd Street, New York, N. Y. 

Please send me a copy of the new edition of your folder, ‘‘Protection,”’ I 
| which describes Red Top Relief Valves and their operation. 
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size of house drains and house sewers, storm water drains, 
refrigerator, safe and special wastes, maintenance, inspec- 
tion and tests, do not require different plumbing installa- 
tion. The same general practices gained from proven ex- 
perience are universally applicable to the same construc- 
tion, the same materials, the same plumber, the same 
contractor, the same inspector, the same test and the same 
code will and can work in the city or rural community, in 
the North or South. Good plumbing, practical plumbing, 
safe plumbing is the same everywhere. 

The imaginary line forming a geographical division be- 
tween city, town or rural community, or between states, or 
between countries, is not a factor, nor is it a justifiable 
reason to advance against the adoption and enforcement 
of a universal, minimum standard code. 

The 1925 issue of the American Water Works Practice, 
page 400, contains the following statement: 

“In general, however, plumbing regulations only 
covered drainage systems, for the first regulations 
were promulgated at a time when physicians and 
sanitarians still believed in the sewer gas theory of 
disease.,’’ 

This statement has been copied in many books on public 


health and repeated so often that it has been generally 


accepted as fact by engineers who have had no self-ex- 
perience. The first plumbing regulations were promul- 
gated for the reason that sewage was composed of human 
excreta, urine and domestic wastes and contained harmful 
bacteria that, unless removed, were dangerous to life and 
health. 

The Confusion of Sewage with Sewer Gas 

There has never been any logical reason for the confu- 
sion of sewage with sewer air or sewer gas. One of the 
oldest religions teaches that ‘‘man’s most natural enemy 
is the accumulation of his own waste products.’’ Sewage 
may contain harmful bacteria. A water supply may be 
polluted by sewage. 

Many years ago it was known that sewer gas, sewer air 
or vapor contained gases that, if breathed in quantities, 
would cause sickness and death. A primary reason for a 
plumbing system is the introduction of safe water and the 
removal of sewage. The reason for plumbing regulations 
is also a matter of safe water and the removal of sewage. 
Sewer gas, sewer air, or sewer vapor is secondary in con- 
sideration. The fact is that sewer gas does not usually 
exist in a well designed and constructed drainage system, 
but this should not detract from the importance of de- 
signing drainage systems to prevent sewer gas from enter- 
ing buildings through the plumbing system. 

A universal, minimum standard plumbing code in the 
United States is just as sensible and practicable as the 
standardization of our language, of currency, the gauge of 
railroads, threads of bolts and nuts, rubber tires and other 
matters which have stood for simplicity and economy. 

Draftsmanship and ingenuity are possible under stand- 
ardization. Standardization does not mean a limitation of 
methods used. A universal minimum standard plumbing 
code does not limit the engineer, architect, or plumber to a 
fixed design. The kind of material, the method of jointing 
materials, the type of fixture all can vary, but the methods 
applied must bring the same result. 

The Report of the Sub-Committee on Plumbing 

The report of the Sub-Committee on Plumbing is the 
first recognition that the United States Government has 
given to the business of plumbing. Just think of a busi- 
ness as important as plumbing and drainage that has not 
been recognized in more than a century. Why was this? 
Not because of the lack of knowledge on the subject by 
those in or at it, so much as a lack of knowledge on the 
part of the consuming public. The lack of printed au- 
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Simplex Flush Valves were 
selected for this building on 
the following points: 













They can be easily adjusted 
from the outside to eny 
water pressure. 





The four way by-pass ar- 
rangement is the reason for 
this easy adjustment and 
also insures the valve 
against clogging. 
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Quality and repu- 
tation for service 
were the final de- 
ciding factors. 
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Beaumont, Texas Gh | ft See your jobber. 
© om 

Architects: Ds BE Be.) 

F. W. and D. E. ss Ss. ce a 

Steinman. 

Jobber: " 


Crane Co., Houston’ 
exas. 





Plumbing Contractor : 
Dixie Heating and 
Ventilating Co., 

Houston, Texas. 





BEATON & CADWELL MFG.CO. 


Gstablished 1894 
NEW BRITAIN,CONN. 
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The Exclusive 


Geneva Percolator 


Principle 


By means of its exclusive 
design, Geneva Water Heat- 
ers maintain a constant cir- 
culation of water over heated 
surfaces even when operating 
on pilot. It eliminates the 
trouble in using spreader 
units and coils. 








TEA KETTLE and the 
COFFEE PERCOLATOR 


Did you ever notice the millions of small bubbles 
that form inside a tea kettle when it is put on the 
fire? The same thing happens inside an ordinary 
water heater when the burner is lighted. 


Unless these bubbles are quickly broken up they 
form a perfect heat insulation. They block the 
passage of heat from the fire to the water 
within the tank, thereby reducing the heater’s 
efficiency. 

In a percolator the forced motion of the water carries away 
these bubbles and circulates the water directly over the heated 


surfaces. This allows the water co absorb the heat quickly 
and without waste. 


THE GENEVA WATER HEATER IS DESIGNED ON 
THE PRINCIPLE OF THE COFFEE PERCOLATOR. 
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The Geneva Heat 
Deflector 


The Geneva Heat Deflector 
uses the hot gases that would 
otherwise be wasted to heat 
the water at the top of the 
tank and keep it hot. This 
feature in conjunction with 
the Percolator Principle of 
forced water circulation makes 
the Geneva unusually efficient. 
This is just one of the many 
outstanding features of the 
new Geneva Water Heater. 


























Here’s another point. Water that is kept in motion while heating 


tends to wash lime back into suspension. You never see lime in a coffee 


percolator but you do in a tea kettle. 


Because of the exclusive Geneva Percolator Principle we can make 
this strong statement: The Geneva is as nearly lime-proof as it is possible 


for an efficient water heater to be. 


Send the coupon for full information concerning the Geneva Sales Plan 
that gives the plumber bigger profits per heater, and easier heater sales. 





Geneva, Illinois 
Gentlemen: 


my part. 


Name.... 


Address. . . 





GENEVA HEATER COMPANY 


I am interested in the New Geneva Water Heater. 
Please send full information without obligation on 








Geneva 


| Automatic Storage 
| WATER HEATER 
7 Manufactured by 
GENEVA HEATER CoO. 


Geneva, Illinois 
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thoritative knowledge on the subject of plumbing and 
drainage and the lack of uniformity of practice and wide 
discrepancies found in plumbing codes are mostly respon- 
sible for the condition of the business. 


American colleges and universities teach everything but 
plumbing. Some trade organizations teach plumbers to 
be merchants. They also teach plumbers to be better busi- 
ness men. They have arranged to supply the demand for 
plumbers with thoroughly trained men through the ap- 
prenticeship system, but the foundation of all of this must 
be built on a basis. What is that basis? Our answer 
would be universal, minimum, standard plumbing regula- 
tions equally operative and enforced without fear or favor. 
A people’s plumbing code dependable and defendable. 

Dependable to prevent a like nuisance in the states of 
North Carolina, Ohio, Washington, Florida or California. 

Dependable as a code that will insure the health of the 
people and prevent insanitary and unhealthful conditions. 

Dependable because it is scientifically practical, insuring 
the greatest protection of health at a minimum cost. 

Dependable because it gives the same protection to those 
in the rural and suburban districts as it does to those in 
the populated cities. 

Defendable because it is a people’s plumbing code writ- 
ten entirely in the interest of what is good for the people. 

Defendable because it eliminates the inconsistencies, 
local pride and prejudices found in many existing codes. 

Defendable because it recognizes that good plumbing is 
a matter which concerns health and the Government has 
the right to protect the people’s health. 

Plumbing Codes Are for the Protection of the Public 

The public has sometimes branded plumbing codes as 
unfair means to create work for journeymen, profits for 
master plumbers and prices to be paid for material. There 
are plumbers in the United States who believe that trade 
protection surrounding the plumbing business is for the 
benefit of plumbers only. They: do not seem to realize or 
appreciate that any and all plumbing legislation is for the 
protection of life and health and does not and cannot give 
or maintain special privileges. They fail to recognize that 
all code requirements should be minima to secure human 
health, so as to be well within the police power. Beyond 
such minima, the city or state has no right to determine 
nor confer benefits. 

America leads the world in many activities. Standardi- 
zation has played a leading part in our progress. Men 
from the East, West, North and South have brought their 
problems to a central point!’ Years of research, discus- 
sions, tests and experience have been contributed, not by 
one man, but by many men—practical men, scientific men. 
Theories have been tested in practice. Failures have been 
recognized. Mistakes in judgment have been corrected in 
subsequent installations. An army of men for more than 
thirty-five years have contributed their experience and 
knowledge to the work that led up to the suggested Na- 
tional Code. The result of their work was not a one-man 
job, nor one man’s experience of conditions in one locality. 

The plumbing industry does not sense the value of a 
National Code. Time will square the account as time 
always has, and rectify the sense of value now lacking. 


Most of my spare time during the last twenty-five years 


has been used to learn more about plumbing, plumbers 
and plumbing codes—not for the mere pleasure of learn- 
ing, but to make some helpful use of it—to help spread 
the true gospel of what plumbing is and has done for the 
American City, the American Home, the American House- 
wife and the American Farmer. American plumbing elim- 
inates drudgery,.secures human health, and its code, prin- 
ciples, requirements or practices can and should be stand- 
ardized., 
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Fae © 
Cut Pipe Threading Costs 


Itcan be done 
this easy sim- 
ple way: 
equip your- 
self witha 
Universal 
No. 2 Port- 
able Pipe 
Threading 
Machine 
which cuts 
off, chamfers 
and threads. 





Capacity is 
Yu" to 2”. 
Drives a 
geared head 
on pipe from 
212" to 6”. 





Equipped with Universal Motor 
=o and a light Weighs only 
socket connection. © motor 
changes, as it will operate off 200 Ibs. Com- 
either 115 D C or 110 AC, 25 to 

pact, sturdy, 


60 cycle lighting circuit. 
eficient. For 
any kind ot 


square dies or 
hand stocks. 


Ask us about 
it today. 





Really Portable 


PEERLESS MACHINE CO. - Racine, Wis. 


Y 





‘‘CHICAGO”” 


Pipe Threading Machines Production Precision 
Latest ond tien Advanced Types on the Market 


Chicage Pipeth read ° Racine, Wisecensia 


Machine Ce. 
Offices and Faetory: 1621 Racine Street 
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For a long time now, 
Oatey 4 in | Roof Flash- 
ings have been filling the 
bill for an easily installed, 
satisfaction-giving flash- 
ing. 

Ask us about prices on the 


4 in | and for full details 


on its many features. 


L. R. OATEY CO. 


5500 Walwerth Avenue Cleveland, Ohio 
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Plumbing Problems Met in 
Remodeling Work 


(Continued from Page 71) 


and therefore it would be perfectly legitimate to connect 
directly to the stack, and let the soil vent do the neces- 
sary venting. 


From Brampton, Ont. 

Figs. 5, 6 and 7.—Fig. 5 shows the installation of the 
three additional bathrooms accomplished in practically the 
same manner, as in 
the two cases already 
discussed, the storage 
room on the first 
floor, part of the sew- 
ing room on the sec- 
ond floor and _ the 
same space used in 
the open attic on the 
third floor. 

We note, however, 
that an arrangement 
of fixtures has been 
made for the second 
floor bathroom which 
allows for a larger — 


sewing room than in 
C: am N 


the other two lay- 
Fig. 7 
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outs, and such a re- 
sult will naturally 
find favor with the 
lady of the house. 

The arrangement 
of the kitchen and pantry sinks is different, and to our 
mind the placing of these where there is the best light 
is the preferable plan. 

It is to be noted that entrance into the open attic is 
now through the bathroom. As long as a new door had 
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Fig. 8 
to be cut, it would seem better to have it located oul 
of the hall. 

In the cellar plan a saving in pipe could have been made 
by branching two long runs together. 
Instead of making a single elevation of the entire 
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Aluminum soap tray which 
fits this fixture is optional. 





Capitol 
No. 420 





ombination Laundry Faucet 


Here’s a faucet made by one of the pioneer manufacturers 
of combination fixtures, the construction of which has 
recently been modified so as to allow for adjustment at the 
point where tub clamp fastens to faucet. The tub clamps 


Wholesalers: are reversible. The unions are of heavy ball plated pattern 
_Before placing another order for Com- absolutely trouble proof. The spout is long and will throw 
bination Laundry Faucets be sure to ask . 
for quotation on this Capitol No. 420— water well out into tub. 
you'll find a pleasant surprise awaiting 


you. 


The Capitol No. 420 is made entirely of brass and is 
rough nickel plated all over except hexagons which are 
machined and nickeled. An article which is finished a bit 
better than would seem necessary and 


MORE ATTRACTIVELY 
PRICED THAN EVER! 


Bohn Aluminum & Brass Corporation 


APITOL BRASS DIVISIO 


MANUFACTURERS OF BRASS VALVES, BOILER TRIMMINGS AND PLUMBERS’ BRASS GOODS 


DETROIT ~ MICHIGAN 
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Can You Show 


Your Customers Such 


BEAUTY 
As This? 


Glistening snow-white surfaces 


. . graceful lines ... artistic 
proportions these .are the 
features of Rundle ware that 
attract buyers at first glance and 
build volume sales. Rundle ware 
reflects the advanced ideas in 
enameled ware design—backed 
by highest quality and up-to- 
date features. Accurate fitting 
insures dealer maximum installa- 
tion profit. 


Write for beautifully illustrated 
booklet that tells all about the 
Rundle line and explains why 
it builds more business for you. 


RUNDLE MFG. Co. 
MILWAUKEE, WIS. 


RUNDLE 


PLUMBERS SANITARY ENAMELED WARE 
BRASS AND IRON GOODS 





The Mark that Has Won 
the Confidence of Buyers 
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plumbing for the house, two separate views are given, Fic. 


6 and Fig. 7. 


If different locations for the kitchen and pantry sinks 
had been chosen, one of the bathroom stacks could have 


been used for the two fixtures, and thus a saving made « 
the cost of this stack. 


An attempt has been made in the two elevations to show 
the perspective of the work, and while it is clear to the 
maker of the drawing, it is not so clear to us. It is one 
more example of what an isometric or near-isometric draw- 
ing can do, and all the time a busy man puts into the study 
of the subject is repaid him, over and over again. 


In Fig. 6 the lower bathroom connections are clear, but 
it seems to us that the long flat bath tub vent is sure to 


stop up after a time. 


Here the lavatory connection may 


act as a wet vent for the bath tub, although such practice 


may not be allowed in Brampton. 


Our earnest advice is to make a study of the isometric 
11, 12 and 13, comparing the 
clearness of the work with the obscurity of Fig. 7. 


elevation shown in Figs. 
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Fig. 9 


From New York, N. Y. 

Figs. 8 and 9.— 
The remarks we have 
made on the preced- 
ing three fixture lay- 
outs apply here also. 

It seems to us that 
the kitchen and pan- 
try sinks might easily 
be located closer to- 
gether, as seen in 
several of the other 
layouts, thus saving 
quite a bit of unnec- 
essary expense in 


piping—both in material and in labor. 

In Fig. 9 the dotted or broken lines do not represent the 
distinction between the old and the new work, as in one 
of the other elevations, but they indicate vent piping, as 
distinguished from the drainage. 
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0 First Fioor PLAN : CELLAR Plan 7 
Fig. 10 


At first sight we thought Fig. 9 to be an isometric view, 
but this is not the case— it is a perspective, and shows tl! 


work very clearly. 
From Allentown, Pa. 


Figs. 10 and 11.—All five layouts that we have under 
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Radically New 
Features added 








ACO, the fuel-less water heater has been tried out and adopted by 


America’s leading heating contractors. Taco is on the map. 
And now we’ve added two improvements: - 
1. —~Jnsulated jackets, to conserve the water’s heat and help keep 


down the basement’s temperature, and to add modern beauty. 

2. —Ihe Taco Panel, for oil or gas burner jobs, to coordinate the 
regulators, simplify the installation,and make the entire system 
automatic. Furnished by the makers of Taco water heaters, sole 
licensees under the Abbott Patent No. 1,654,396 for full auto- 
matic year-round domestic water supply. 

Hook up a Taco with your next coal-fired steam job or oil-fired steam or 
hot water installation. Give your customer an automatic, never-failing hot 
water supply without gas or extra fire. If it’s an oil burner, Taco furnishes 
summer hot water as well, at trifling cost. Write us for particulars. 
Taco Heaters, Inc., Dept. E-1, 
342 Madison Avenue, N. Y. C. 
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TACO 


AUTOMATIC FUEL-LESS WATER 
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THE INCOMPARABLE 


PATENTED 


Are Equipped With 





THE NIEDECKEN SHOWER HEAD 








The Face of The Shower Head is Easily 


Removed for Cleaning. 





Bed Room. 





Write for Bulletin D. 10X. 


NIEDECKEN 
SHOWER STALLS 
Are Furnished 
Complete With 
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discussion are very much alike, and it appears that there 
is not much difference in opinion of the five makers of the 
drawings as to what is the best method of providing for 
the additional plumbing that has been called for. 

In most of these problems there has been a very much 
wider range of layouts submitted. 

A note states that ‘‘The solid lines indicate the original 
plumbing, and the dot-and-dash lines the new plumbing. 
The lavatory on the second floor of stack C is connected 
with a non-siphon trap. The water closet on second floor 
of stack C is stack-vented. Since the water closets are 
the highest fixtures on the stack, I think it proper to stack- 


















































Fig. 11 


vent them. The basin in the cellar on stack is for the re- 
frigerator drain.’’ 

Fig. 11 shows an isometric elevation, and it is well 
drawn, that is, it is laid out on correct isometric lines, but 
there are some points to criticise concerning the plumbing 
layouts 

We have drawn Fig. 12 to help in pointing out some 
of these features. This special drawing shows only stack 
C, but this will serve our purpose. 

In the first place, we believe that all three fixtures in 
the third floor bathroom can be so connected as to be 
stack-vented, thus saving the expense of back-venting the 
lavatory and bath tub. In the case of the third floor bath- 
room on stack A, the bath tub could be stack-vented also, 
thus making a similar saving. It should be remembered 
that this is a 4-inch pipe in each case, and the only ques- 
tion is whether any one of the fixtures is located suf- 
ficiently close to the stack to make stack-venting a safe 
thing to do. 

Then, there is another thing concerning stack C—there 
are two vent stacks where, undoubtedly, one would be 
sufficient. We have tried to bring these points out in 
Fig. 12. The wash trays on stack B should have a P-trap 
and be stack-vented. As shown, the stack does not vent 
the S-trap. 

We had another purpose in showing Fig. 12, also 
Fig. 13. These show the same connections, one with the 
partitions tinted, and the other with the floor tinted. 

While Fig. 11 may be entirely correct as far as isometric 
principles are concerned, to many it undoubtedly is con- 
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When flushing equipment is chosen for a home 
or public building what must be taken into 
consideration? Durability —Efficiency? You 
can satisfy both if you handle Crane Direct 
Water Controlled Flushing Valves. The rea- 
sons are many: 

(1) The valve is of extra heavy construction, all working 
parts easily accessible for rewashering or repair. 


(2) The By-Pass on Crane Valve is located in main 
plunger and travels with plunger. It is protected by a 
strainer with many holes, each of which 1s smaller than 
the By-Pass hole. The location and construction of the 
strainer tends to keep it free from sediment and insures 
against stoppage of the by-pass. By-pass disc and 
strainer are made of special metal. 


(3) The Cup Leather has been used extensively in pump 
construction, therefore, its lasting and durable quality 





CRANE VALVES & eres 





Exposed View of Oscillating 
Handle Showing Working Parts 


dependable as the city’s water supply 


has been established for water service for many years 
under severe conditions. 
(4) High Lifting plunger (about 13/16”) provides large 
waterway through valve for operating on low pressures, 
and ample refill for resealing trapway and supplying 
full water surface so necessary to obtain a Sanitary con- 
dition in a bowl. 
(5) It will deliver a proper amount of water for efficient 
flush of all Crane closet bowls. Should occasion arise, 
due to unusual conditions in the closet, that a longer 
flush is temporarily required, it can be obtained by hold- 
ing the handle in the open position. 
(6) It will work on all pressures from 10 to 100 pounds 
on floor outlet bowls, and 15 pounds and up on blow-out 
wall closets. Can be furnished special for pressures from 
5 to 10 pounds for floor outlet bowls. 


Where could you find better sales points or, 
for that matter, a fitting which will create 
more goodwill? 


CRANE 


GENERAL OFFICES: CRANE BUILDING, 836 S. MICHIGAN AVENUE, CHICAGO 
NEW YORK OFFICE: 23 W. 44TH STREET 


Branches and Sales Offices in One Hundred and Eighty Cities 


Exposed Valve With China Oscillat- 
ing Llandle and Straightway Stop 
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Think about this! : 


gn DOLE AIR VALVES 


in satisfactory use to 
service the residential 
sections of New York, 
Chi 1Cago and San Francisco 














Chicago 


"THE Heating Trade knows what it means to 
‘‘Depend on Dole’’ for good air valves. 
Selling “Dole Ualves means more than an 
immediate profit. It builds goodwill and 
brings repeat orders. You, too, should sell 


Dole Syphon Air Valves. 


Automatic Non-adjustable 
All Metal Thermostatic 


YPHON AIR VALVE 


The Dole Valve Company, 191 3-33 Carroll Ave., Chicago, Ill. 
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fusing in some respects. 
is the lines showing the floors, sides and roof. 
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One of the confusing features 


Inasmuch 


as it is the plumbing that is desired to be shown, and noth- 
ing else, it seems to us advisable to omit all other lines 
that can be done away with, without affecting the clear- 






































Fig. 12 


stack. 


ness of the elevation. 

Furthermore, as we 
have pointed out sev- 
eral times, it is often 
the case, and prob- 
ably generally’ the 
case, that a plumbing 
installation of any 
size can be shown 
more clearly in sep- 
arate stacks or sepa- 
rate sections than in 
one complete eleva- 
tion, as in Fig. 11. 
The confusion of the 
floors is greater than 
when smaller parts 
of the work are 
shown, as in Figs. 12 
and 13. 

Another point in 
favor of separate ele- 
vations may be clearly 
pointed out by refer- 
ence to stack A in 
Fig. 11. 

The waste from the 
bath tub in the sec- 
ond floor bathroom, 
runs diagonally across 
the entire room, in 
order to enter the 


In the elevation the position of the bath tub is 


such that it brings the trap right into the midst of the 
kitchen and pantry sink traps on the floor below. An 


isometric view of this 
work taken on an- 
other angle would 
overcome this diffi- 
culty, and if separate 
elevations instead of 
one complete eleva- 
tion were to be made, 
stack A could be 
drawn on such an 
angle as would show 
it most clearly, 
whether that angle 
was the same that 
stack C is drawn on 
or not. 

In connection with 
Figs. 12 and 13 we 
have shown how the 
use of a tint can be 
made to set the draw- 
ing off and make it 
clearer. While one 
might not want to do 
this at all times, no 
doubt it would be 
valuable to do a thing 
of this kind where it 
was desired to make 
a particularly favor- 
able impression. 
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Fig. 13 
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Alberene Stone Co., 153 W. 23rd St., New York City 
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Jas. B. Clow & Sons 


201 North Talman Ave., 
Chicago, Illinois 


Plumbing fixtures, Special School and Hospital 
Plumbing including the Famous Clow Madden 
Automatic Closets, Heating Equipment, Steel, 
Cast and Wrought Iron Pipe and fittings, 
marble interior trim, plumbers’ brass goods. 


J 

- 
i 

» 
oe 

i: 
a 

- 
et 

- 
a 

- 
t 

- 
e 

. 
« 

- 
o 

= 
« 

7 
e 

- 
e 

- 
J 

_ 
«et 

- 
Ps 

. 
oe 

. 
Pe 

* 
et 

- 
a 


‘RAR ASK AS SAS SESS SSSBSSBSESESESBS SH 
sss see: eS: SS SS Se SS ee 

















; — 
af ‘J 


106 DOMESTIC ENGINEERING 




















sn TION 








ep Tae 77. 
 - Som CE 





One of our good contractor 
friends asks us, ‘*Why do you offer 
your new No. 11 and 11-A Beavers 
on ten days’ free trial—they will 
sell themselves on sight so why 
bother with trial arrangements?’ 


That’s a fair question—and it 
deserves a fair answer—so here it is. 


First: For nearly thirty years we 
have specialized in the production 
of only high-grade time and labor 
saving tools. And NEVER in those 
30 years have we hesitated to let 
any man prove to himself the 
advantages we claim for our prod- 
uct. We are perfectly willing to let 
Beaver tools speak for themselves. 


Second: If we have produced a 
new die stock that will put money 
in its owners’ pockets, as thousands 
of users will testify, should we not, 
in fairness to those who have 
been our friends for nearly thirty 
years, make it as easy as possible 
for them to learn what these new 
tools will do for them? 


Hundreds of contractors have 
tried the New No. 11 and 11-A 
Beavers since they came on the 
market on June Ist, 1928. They 
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tried them with the sole idea in 
mind of standardizing on them if 
they would save money by saving 
time and labor, and by not having 
to buy new parts to replace those 
so often lost. And you can draw 
your own conclusions when we tell 
you those who have put these new 
Beavers to a fair test are now stand- 
ardizing on them—exclusively. 


We ask no favors. We merely 
ask for the privilege of letting the 
tools tell you the same story they 
have told others who are now 
standardizing on them. And it 
won't cost you a single penny to 
learn the facts, first hand, by 
YOUR OWN DEMONSTRATION, 
in your own hands. 


If you’d like to try either No. 11 
or 11-A you need only write us giv- 
ing the name of your Supply House 
through whom the tool shall be 
shipped. 


The BORDEN COMPANY 
§10 Dana St. Warren, Ohie 


BEAVER 


Money Making Pipe Tools 
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NEWS 


AMONG MANUFACTURERS, WHOLESALERS AND SALESMEN 








Change Dates of Trade Practice Conference 

The first trade practice conference of the plumbing and 
heating industry was to have been held March 21 at 
Washington, D. C., but according to an announcement 
from W. E. McCollum, secretary of the Central Supply 
Association, the date has been changed to May 15. The 
conference will be held at the William Penn Hotel, Pitts- 
burgh, on that date. The change was made in order to 
give Eastern wholesalers more time in which to consider 
and discuss the subject. 


® 


Iron Specialty Manufacturers Organize 

Manufacturers of iron plumbing specialties, after operat- 
ing for three months in temporary organization, adopted 
by-laws and articles and formed the Iron Plumbing Spe- 
cialty Manufacturers’ Association at a meeting held re- 
cently in Cleveland, Ohio. Efforts towards improving the 
conditions have been made through occasional conferences 
held during the past ten years, but this is the first time 
this group has ever formed a permanent organization. 

Officers elected were H. W. Robbins, of The Bignall Co., 
Medina, N. Y., president; John Heinkel, of Blake Specialty 
Co., Rock Island, Ill., vice president; Olin C. Eckley, secre- 
tary-treasurer. Mr. Eckley will be the full-time executive 
of the association, having his office at Ypsilanti, Mich., 
where he resides. In addition to the officers named, other 


The new showrooms of 

the Machinery, Pipe & 

Supply Co., of San Diego, 
Calif. 
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directors are: J. A. Zurn, of the J. A. Zurn Mfg. Co., Erie, 
Pa.; R. F. Swett, of A. L. Swett Iron Works, Medina, N. 
Y., and J. Stuart Reynolds, of the Richmond Foundry and 
Mfg. Co., Richmond, Va. 

More than eighteen firms are listed as charter members, 
and a cost-finding committee is already outlining its work 
under M. B. Koblitz, of the Josam Mfg. Co., as chairman. 


« 
Display Rooms Opened in San Diego 


‘“‘We find that since we have opened the display room, 
we are specifying more jobs in the ninety days since 
we opened it than in all of 1927.’’ This is what Roy A. 
Novak, secretary-treasurer of the Machinery, Pipe & Sup- 
ply Company of San Diego, Calif., has to say about the 
actual business building possibilities connected with an 
adequate display of merchandise. 

Just what prompts their customers to buy, in Mr. 
Novak’s opinion, is this: ‘“‘We find that people coming 
in to select plumbing fixtures buy better installations than 
they had at first intended, for the reason that they see the 
equipment in place exactly as it will appear in their homes. 
They see these installations set up, and are able to com- 
pare them with the older and less modern equipment in 
their own homes or the homes of their friends. This in- 
spires in them the desire for the very best kind of equip- 
ment.” 
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Copper Boiler Manufacturers Organize 

A meeting of the copper boiler manufacturers of Bos- 
ton and vicinity was recently held to discuss action to be 
taken in regard to the official railway classification notice 
that freight rates on copper range boilers is docketed for 
an advance from present second class rate to one and one- 
half times the present first class rate. The following 
manufacturers were in attendance at this meeting: Arti- 
san Metal Products, represented by Robert G. Lutz; E. B. 
Badger & Sons Co., represented by Harold W. Coombs; 
Dahlquist Mfg. Co., represented by Theodore W. Dahl- 
quist; Riverside Boiler Works, Inc., represented by J. S. 
Nichol; Enterprise Mfg. Co., represented by S. K. Zanders; 
H. Gerstein & Sons, represented by Max Gerstein; Gerstein 
& Cooper, represented by Mr. Cooper; S. D. Hicks & Son 
Co., represented by A. M. Erikson; Teiner-Torngren Co., 
Inc., represented by Mr. Teiner and Mr. Torngren. 

Harold Coombs opened the meeting on the proposed in- 
crease in rates of copper range boilers, and explained his 
appearance before the official classification committee in 
New York. Many suggestions were made as to what an 
association might do to prevent this increase in rates. 

It was voted that copper range boiler manufacturers 
present organize themselves in an association, known as 
the Copper Range Boiler Manufacturers’ Association, and 
a permanent organization effected at an early date. 

Other matters to be taken up in addition to freight 
rates, are, the simplifying and standardization of copper 
range boilers to conform to sizes of galvanized range 
boilers as to inside diameter and length of shells. 


* 
Supplies Committee to Hold Second Meeting 


The second meeting of the committees appointed for the 
twentieth annual convention of the National Pipe and 
Supplies Association, will be held on Monday, March 11. 
A few changes have been made in the committees since 
they were first announced. W. W. Brown is now a 
member of the entertainment committee, Robert Wettstein 
is taking care of the publicity, and Mrs. R. P. Wettstein 
is a member of the ladies’ entertainment committee. 


> 
Open New Wholesale Plant 


New executive offices and a warehouse were formally 
opened February 16 by the Montgomery Plumbing Supply 
Co. at 387-447 Claremont avenue, Jersey City, N. J. The 
firm, which was located for a number of years at 437 
Montgomery street, that city, now occupies a remodeled 
building which puts approximately 180,000 square feet of 
floor space at its disposal. Included are a spacious show 
room, in which are exhibited plumbing fixtures of the 
most modern type, the general offices and several private 
conference rooms. The railroad siding on which the 
structure is located afford trackage for three cars inside 
and twelve outside the building. The pipe yards cover 
a space of about 62,250 square feet. More than 800 
persons visited the new plant on the opening day. 

The officers are J. C. Sharkey, president; B. F. Sto- 
linsky, chairman of the board of directors; Frank Jen- 
nings, vice president; A. M. Brenner, treasurer; M. A. 
Spivak, secretary, and J. H. Lippincott, general office 
manager and assistant treasurer. 


e 


To Open Jobbing Branch in Akron 


Charles Rivitz & Co., Inc., wholesalers of plumbing and 
heating supplies at 2003 St. Clair avenue, Cleveland, are 
planning to open a branch in Akron, Ohio, on April 1. The 
branch is to be located at 243 East Furnace street, and 
will carry a large line of plumbing and heating supplies. 
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Organize New Radiator Manufacturing Company 

The Multicell Radiator Corp. has recently been organ- 
ized in Buffalo, N. Y., with a capitalization of $1,000,000, 
and is expected to establish offices in the Liberty Bank 
building in that city shortly. It is also expected that con- 
struction of a plant will soon be started. Location of the 
plant will probably be in Buffalo, Tonawanda, Lockport or 
Niagara Falls, N. Y. 

The company holds patents on a process by which heat- 
ing and cooling elements of copper are made by electro- 
deposition in making radiators, and the process is said to 
give one-piece radiator sections of uniform thickness and 
density. 

William G. Fraser, president of the Power Efficiency 
Corp., is president of the new corporation. Herbert W. 
Wolcott, president of the Wolcott Battery Service Corp., 
is the vice president, and Frank A. Abbott has been made 
secretary and treasurer. 

The board of directors is comprised of the above officers 
and: Joseph Porzel, research engineer; L. A. Harding, 
president of the Harding Construction Co., and first vice 
president of the A. S. H. V. E.; Arthur B. B. and Charles 
A. Harrison, of the Harrison Radiator Corp., Lockport, 
N. Y.; Clarence Love, of the Nash Engineering Co., and 
Joseph P. Fell, chairman of the executive committee of 
W. A. Case & Son Mfg. Co., Buffalo. 


® 
Crane Co. Announces Changes 


A number of changes in their western sales personnel 
have been announced by Crane Co., which include the 
following: F. F. Elliott, formerly sales manager at Los 
Angeles, will occupy a similar post at San Francisco 
under J. E. Mellreevy, branch manager. L. H. Winge, 
heretofore manager of the Long Beach branch, is to be 
sales manager in Oakland. C. G. Gamble has been trans- 
ferred from Spokane to Seattle, succeeding E, H. Hunt as 
manager. J. T. Trenery succeeds Mr. Gamble as manager 
of the Crane branch at Spokane. 


S 


Building New Showroom in Virginia 
The Hajoca Corp., Philadelphia, is erecting a showroom 
and warehouse at Military Road and Wilson Boulevard, 
Rosslyn, Va., across the bridge from Washington, D. C. 
This office will be under the jurisdiction of George Lueke 
of the Baltimore, Md., branch. Every effort is being made 
té have the building open by April 1. 


. 
Maine Salesmen to Hold Annual Meeting 


The annual meeting of the Plumbing, Steam and Metal 
Salesmen of Maine is scheduled for March 11 at Dunscroft 
Inn, Dunstan, Me. The usual high order of events is 
promised by the executives of the organization. 


e 


Appoints Two New Representatives 
The Chicago Pump Co., Chicago, recently appointed two 
new distributors for the company’s products. They are: 
Bernhard E. Hovind, 326 Jay street, La Crosse, Wis., and 
S. T. Weaver Co., 1002 North Clinch street, Knoxville, 
Tenn. 
« 


Buys Two Acetylene Plants 
The Prest-O-Lite Co., Inc., recently acquired the busi- 
ness of the Acetylene Products Co., which operated two 
acetylene producing plants located respectively at 401 East 
Buchanan street, Phoenix, Ariz., and at 914 Texas street, 
El Paso, Tex. These plants are now being operated as 
units of the Prest-O-Lite chain. Everett R. Kirkland is 
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superintendent of the Phoenix plant, and Carl F. Choask is 
superintendent of the El Paso plant. R. G. Daggett, whose 
headquarters are at the San Francisco office, is district 


superintendent. 
- 


American Radiator Co. Opens New 


Branches in Chicago 

The American Radiator Co. has opened a number of new 
branch offices in the Chicago district, all of the new 
branches being equipped with elaborate showrooms. The 
old offices at 820 South Michigan avenue will now serve 
as the company’s western division headquarters, in charge 
of D. E. Kennedy, vice president and western division man- 
ager. This building will also house what under the new 
arrangement is called the “‘loop’’ branch, of which R. M. 
Stackhouse is the manager. 

The new north side branch is located at 6216 North 
Clark street, W. H. Conrad being the manager. Stuart 
Smith is manager of the branch on the south side of the 
city, which is located at 7600 Cottage Grove avenue. The 
west side branch, which is under the managership of H. 
A. Voss, is situated at 5963 West Madison street. A branch 
office is also to be opened at Moline, Ill., with F. E. Rid- 
dile as manager. 

S 


New York Company Changes Location 
The National Distributing Co., New York City, recently 
announced that it had changed its address in the city. The 
company is now located at 113-115 Prince street, its 
former location being at 40 West Twenty-seventh street. 


Sf 


New Jersey Salesmen Hold Dinner Dance 
The New Jersey Chapter of the National Association of 
Plumbing and Heating Salesmen held its annual dinner 
dance February 21 at Toni’s, Newark, N. J. The gather- 
ing heard some interesting talks after the dinner, over 
which Edward M. Robinson presided. 


* 
Appoints Distributors for Maryland Territory 


The Dayton-Dowd Co., Quincy, Ill., recently announced 
the appointment of D. C. Elphinstone, Inc., 120 South Cal- 
vert street, Baltimore, Md., as its representative in Balti- 
more and the Maryland territory. W. C. Reamy, Jr., will 
be the latter company’s representative in direct charge of 
sales for the former company. 


® 
Buys Rock Products Company 


Announcement was made recently of the purchase of 
the Banner Rock Products Co., Alexandria, Ind., by the 
Johns-Manville Corp., New York City. 


* 


Detroit Salesmen Plan Large Meeting 

The Detroit Association of Plumbing and Heating Sales- 
men held a luncheon meeting Thursday noon, February 
28 at the Book Cadillac Hotel for the purpose of discussing 
the possibilities of arranging a mass meeting of all 
branches of the industry in Detroit some time in March. 

Russell G. Creviston, general manager of the Plumbing 
and Heating Industries Bureau, made the trip from Chi- 
cago to help make the plans. The meeting was attended 
by salesmen, jobbers and manufacturers, and as the dis- 
cussion advanced, enthusiasm grew. The meeting, which 
was presided over by Dick Reed, closed with enthusiastic 
approval of the plan. Arrangements were started at once 
to make the meeting the largest ever held in Detroit. The 
meeting will be held on Monday, March 18, at the Fort 
Wayne Hotel. 
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Aut OMaL. yi Cy 
BWATER HEATER | 


many models 


$50 and up 


15 to 1000 gal. cap. 




























E.. that small 
home or apartment or for the 
largest office building there is 
an OHIO Automatic WATER 
HEATER which will give com- 
plete satisfaction. You can 
make money installing the ie 
OHIO. Write for our ge 

dealer proposition. 4 


The Qhio Heater Co. 
Columbus, Ohio, U. &. A. 


We sell through the ; 
plumbing trade SE 
exclusively 
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are being made with Airco-Davis-Bournonville Welding 
and Cutting Outfits, easily taken toany point on the job. 


AIR REDUCTION SALES COMPANY 


Manufacturers and distributors of Airco Oxygen, Airco Acetylene, Airco-National Carbide 
Airco - Davis - Bournonville Welding and Cutting Apparatus and Welding Supplies 


Baltimore Chicago = rsey City Philadelphia 
Bettendorf, Ia. Cleveland TE —_ Angeles Pittsburgh 
Birmingham Dayton Se Milwa Richmond 
Boston Detroit Win Minneapolis Seattle 
Buffalo Emeryville, Calif. SO Ue oen Oklahoma City St. Louis 
Charlotte, N.C. Wheeling 


Home Office: 342 Madison Ave., New York City, N. Y. 
75 Plants 110 Warehouses 
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ECAUSE the unusually high 

quality of Speakman fixtures make 
them last far longer and wear indef- 
initely, they cost your customer much 
less in the long run. 


SPEAKMAN Company, Wilmington, Del. 


SPEAKMAN 


SHOWERS and FIXTURES 
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A Real Relief Valve 
Aulith aclich 


The only relief valve with an external phos- 
phor bronze spring. Can be adjusted at any 
pressure required on the job; when maximum 
pressure adjustment is reached, you will hear 
the Nelson Relief Valve click. 





ESTABLISHED 1894 


THE STACK HEATER COMPANY 
Ask your Bt Repeat Al STACK = van ave a 
,, bb a po ao ee ~ pitt anaeas —y caer oe aa cae 
jo er HOT aan Gt MERAY rome PRODUCTS ‘PRESSURE | REDUCING VALVES 
or 
TWO HUNDRED AND FIFTY STUART STREET 


write us. BOSTON 














American NO. 1020 OVER-RIM TUB FILLER 
FROM YOUR JOBBER 
AMERICAN SANITARY MEG. CO., Abingdon, III. 
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Personal Mention 


Alfred Kellogg, well known heating engineer of Boston, 
Mass., has announced the removal of his offices from 8&9 
Franklin street, to Room 44, 585 Boylston street. 

Joseph Hirshstein of Cleveland, president of the Josam 
Mfg. Co., Michigan City, Ind., accompanied by Mrs. Hirsh- 
stein, is enjoying a vacation in Miami, Fla. Mr. and Mrs. 
Hirshstein will return to Cleveland in the Spring, after 
having visited with many southern representatives of the 
Josam Mfg. Co. 

Harry Olson, of the Nye Tool & Machine Works, Chi- 
cago, is on a tour of the eastern jobbing centers. He 
expects to visit Frank Johnson, who has the New Eng- 
land and Southeastern Canadian territory; J. E. Newson 
in the Western New York State and Pittsburgh, Pa., sec- 
tion, and Russell Foster, covering the Eastern Pennsyl- 
vania, Baltimore, Md., Washington, D. C., and West 
Virginia sections, 


Frank E. Farrar, formerly with the Edwin Sterner Co., 
wholesalers of Flint, Mich., has joined the sales organiza- 
tion of Park & McKay, Detroit wholesalers, whom he will 
represent in Flint. 


O. C. Sweeney, a likeness of 
whom is shown herewith, has 
recently been appointed to 
represent the EverHot Heater 
Co., Detroit, Mich., in the 
Dayton, Ohio, territory, and 
will maintain headquarters at 
25 Mutual Home building in 
the latter city. Mr. Sweeney 
is experienced in the plumb- 
ing industry, his father hav- 
ing been a master plumber in 
Urbana, Ohio, and Mr. 
Sweeney, himself, has been 
connected with a wholesale 
house for some time past. 0. C. 


H. M. Taylor, formerly Mil- 
waukee branch manager for the Ruud Mfg. Co., Pitts- 
burgh, has been made manager of the Louisville branch 
of that company, succeeding F. A. McFerran, former Louis- 
ville manager, who has been made Cincinnati branch 
manager to succeed C. F. France, who has resigned. 





Sweeney 


Joseph E. Norman has been appointed sales representa- 
tive for the Metropolitan New York district by the Sanitary 
Co. of America. Mr. Norman was for many years asso- 
ciated with the Andrews Lead Co. 

B. B. Daggett has recently been appointed Northern 
Iowa sales representative for the Gorton Heating Corp., 
New York City. His headquarters are at 227 First street, 
Northwest, Mason City, Iowa. 

EK. J. Rogers has been appointed credit manager of the 
Buffalo branch of the National Radiator Corp. Mr. Rogers 
was formerly connected with United States Radiator Corp. 
for seven years, and has been credit manager of their 
Buffalo branch for the past five years. 


Arthur Purnell, Pittsburgh district sales manager for 
the Youngstown Sheet & Tube Co., Youngstown, Ohio, for 
the past two years, has been transferred to Chicago to suc- 
ceed the late B. T. Bechtel. Mr. Purnell has been affili- 
ated with the company for twenty-three years. He was 
assistant district manager at New York for eight years 
and then was transferred to Boston, where he remained 
for more than four years, thence removing to Pittsburgh 

M. J. Hirshstein of Cleveland, a director of the Josam 
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MYERS 


G WATER —— 








“When ELF-OILIN 








you thinkof AREGISTERED TRADE NAME 
WATER think 
of MYERS 
Pumps and 





Water 


Systems” A a natural outgrowth of experi- 

eS ence, Myers Self-Oiling Water 
Systems have successfully met the ‘‘one 
hundred and one’”’ conditions under 
which water systems are installed and 
required to function. 
















Creative designing—-development of 
exclusive refinements—plus high qual- 
ity, consistent publicity and nation 
wide introduction have prepared the 
way fcr bigger and better water system 
business during the spring and summer 
months just ahead. 


Here is the opportunity to expand your 
own business and increase your own 
profits. High lines are blanketing 
many rural sections of the country. 
Light and power plants are rapidly 
increasing in numbers. The water 
system market follows in their wake. 
Suburban homes and farms—central- 
ized schools, churches, colleges and 
sanitariums—creameries and dairies— 
state and county institutions—almost 
without number will be modernized 
with running water and the labor sav- 
ing conveniences it provides. Who will 
install the water system in your local- 
ity? Someone will do it, and do it at 
a profit, we know. Are you the one 
who will benefit, or will this business 
go to the other fellow? 










In dependability, simplicity of installa- 
tion and operation, Myers Water Sys- 
tems are standard the country over. 
With styles and sizes for volume up to 
ten thousand gallons per hour, few 
indeed are the installations where a 
Myers Water System will not satis- 
factorily fill the requirement. Decide 
today to investigate this remarkable 
line that is providing so many with 
running water at the turn of a faucet, 
and making money for progressive 
dealers everywhere. 





i awe me. 
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Write or wire 






PUMPS: WATER SYSTEMS © HAY TOOLS -DO DOOR HANGERS | 


SS ee 


Tm F.E.MYERS & BRO.Cce: 


ASHLAND, OHIO. 


PUMPS - WATER SYSTEMS - HAY TOOLS - DOOR HANGERS 
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You dont want 
a cutter that 


does this [ 


Every Genuine 
Barnes is tested 
and does this 









Skilled workers hand-test 
every Genuine Barnes 


ERE is John... at his bench 
day in and day out... hand- 
testing each genuine Barnes for 
accuracy. No cutter leaves our 
plant without his O. K. And to 


pass his critical eye it must be right. 


When you need 
a new cutter, re- 
member John, 
and ask for a 


GENUINE 
BARNES. 


Comes in all 
sizes to fit any 
pipe up to 12 


inches. 


You'll find this 
red tag on every 
Genuine Barnes. 


The Barnes Tool Company, Inc. 
Creators of the Genuine Three-Wheel Barnes 


New Haven Y 1 1 Conn. 
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Mfg. Co., Michigan City, Ind., has just returned from an 
extended trip which took him to New York, Philadelphia, 
Boston, Albany, Chicago and Minneapolis, following the 
company’s program of visiting the representatives instead 
of the representatives meeting at the factory in a general 
Sales Conference. 


Otto W. Armspach, formerly with the research labora- 
tory of the American Society of Heating and Ventilating 
Engineers, Pittsburgh, and for the past several years asso- 
ciated with the E. Vernon Hill Co., has been made chief of 
the air cooling and conditioning department of the Bruns- 
wick-Kroeschell Co., New Brunswick, N. J., and Chicago. 

Emil Lehman, president of M. Lehman & Sons, Inc., 
Brooklyn, N. Y., recently spent several weeks at Miami, 
Fla. On his return his brother and business associate, 
Joseph, made the trip for a vacation of several weeks. 


Henry Schumacher, secretary-treasurer of McElraevy & 
Hauck Co., has motored down to Palm Beach and other 
Florida resorts for a vacation. Mr. Schumacher expects 
to be away several weeks. 


W. ©. Hanley, sales representative of the Sloan Valve 
Co., in New Orleans, La., has moved into more spacious 
headquarters. Mr. Hanley’s new address is Room 406 in 
the Jahncke building, located at 816 Howard avenue. 

Edgar Morris, president of the Edgar Morris Sales Co., 
manufacturers’ representatives of Washington, D. C., was 
recently elected president of the Kiwanis Club of that 
city. 

William P. Evans, formerly sales representative for Wil- 
liam Heap & Sons, Grand Haven, Mich., has recently been 
appointed to the same capacity for J. B. Wise, Inc., Water- 
town, N. Y., and will work out of the company’s Western 
offices at 1213 Steger building, Chicago. 

Paul Fritzsche, who has been connected with the Bor- 
den Co., Warren, Ohio, as division sales manager, left that 
concern March 1 to enter the field of aeronautics, and 
will locate in Boston, Mass. 


Robert J. Shank, 925 Grand ave- 
nue, Des Moines, Iowa, has been 
appointed special representative 
of the Josam Mfg. Co., Michigan 
City, Ind. The territory under 
Mr. Shank’s jurisdiction is Iowa 
and Nebraska, and the cities of 
Rock Island and Moline in Illinois. 

For 15 years Mr. Shank was 
territory salesman, and later man- 
ager in the Iowa-Nebraska terri- 
tory, for a large concern in the 
plumbing and heating industry. 
During the last three years, he 
has been a manufacturers’ repre- R. J. Shank 
sentative. 

Norbert Downey has been appointed advertising man- 
ager of The Trane Co., LaCrosse, Wis., to succeed L. A. 
Trumble, who resigned recently. Mr. Trumble purchased 
the entire stock of a radio company in Saginaw, Mich., 
and will devote his entire time to that business. 

J. I. Rosenblum of the Sanitary Dash Corp., New York 
City, spent several days in Chicago and the surrounding 
territory recently calling on the jobbing trade with the 
company’s Chicago representative, Gilbert Rosenthal. 





George F. Wolf, sales manager of the Ames Iron Works 


Division of the Pierce, Butler & Pierce Mfg. Corp., moved 
recently from Oswego, N. Y., to Chicago, where he estab- 
lished sales headquarters for the Ames company, in order 


to avail himself of the more central location of the West- 
ern city. 
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_ Jenkins vatves 











ARE ALWAYS MARKED WITH THE “DIAMOND” 
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Fig. 853—Jenkins Low Bonnet 
Angle Radiator Valve, male union 


Service without servicing 


“Jenkins throughout” a plumbing and 
heating system insures long term service 
for the owner. It frees the contractor 
of the task of “servicing” —sending out 
his men to make profitless repairs and 
replacements, wasting time and his tem- 
per in needless ’phone calls. 


no sticking at the seat. The design pro- 
vides strength where strength is needed; 
a strength which enables a Jenkins to 


withstand strains due to piping expansion 
and contraction. 


Send for folder No. 116 which describes 
and illustrates radiator valves for every 
requirement, also ask for Form 100 which 
will give you an idea of the comprehensive 
line of Jenkins Valves in standard, medium 
and extra heavy patterns, in iron and 
bronze. At supply houses everywere. 


The key to Jenkins service is the way 
each Jenkins 1s built. Spindle tightness 
is provided by a deep stuffing box with 
plenty of packing. Accurate spindle 
threading makes operation easy; there is 


JENKINS BROS. 


80 White Street, New York, N.Y. 


133 No. Seventh Street, Philadelphia, Pa. 
g24 Atlantic Avenue, Boston, Mass. 


646 Washington Boulevard, Chicago, Ill. 
JENKINS BROS., Limited, Montreal, Canada; London, England 
Factories: Bridgeport, Conn.; Elizabeth, N.J.; Montreal, Canada 


Jenkins 


VALVES 
Since 1864 








Mention Domestic ENGINEERING when writing advertisers. 
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OOOO OLOLOYD 
ARMSTRONG BROS. 


Better PIPE TOOLS 











Buy more than fine tools— 
buy years of dependable service 


When you buy ARMSTRONG BROS. Pipe Tools you will 
get more than fine tools for with them come years of depend- 
able service—firm grips, clean threads, easy cuts, conveni- 
ent adjustments, untiring ‘‘balance’’—in short, ‘‘delivery”’ 
on the job, dependability in an emergency, extra strength 

when needed and hours of 


ARMSTRONG BROS. time to be saved. 
. . . ARMSTRONG BROS. Pipe 
Hinged Pipe Vises tools are improved tools de- 
signed after extensive tests 
and analysis of all makes of 
pipe tools. They embody an 
excellence developed thru 37 
years of fine tool making. It 
will pay you to insist on 


‘“ARMSTRONG BROS.”’ 


Write today for Catalog P-10 
showing and describing these 


BETTER Pipe Tools. 





Trim, quick action vises. Bodies of Armstrong Bros. Tool Co. 


Certified soe ae Iron i a “The Tool Holder People’’ 
teel_ h » f n . . 
feuted. ieee ae 323 N. Francisco Ave., Chicago, U.S.A. 











Amon g¢ Manufacturers 


Trenton Potteries Re-Allocate Territories 

Trenton Potteries Co., Trenton, N. J., has recently ef- 
fected a re-allocation of territories in a number of sections 
of the country. Included among these changes is the New 
York State territory which up as far as Syracuse has been 
put under the supervision of Fred C. Allen, manager of 
the New York City office. Harold Macormac has been 
transferred from that office to the Texas territory, with 
headquarters at Dallas. Roland Guilford, who represented 
the company in Texas, has been put in charge of Detroit, 
Mich., and the surrounding territory. Lee M. Keller has 
been assigned to the Cleveland, Ohio, district and covers 
up to Buffalo, N. Y. Edward J. Tallon, who until recently 
was in charge of the company’s interests in up-state New 
York, has been assigned to Maryland, District of Columbia 
and Virginia territory, and part of North Carolina. 

* 


Hoffman Specialty Co. to Handle Economy Sales 

On March 1, the Hoffman Specialty Co. of Waterbury, 
Conn., took over the sales promotion of the return line 
vacuum heating pumps made by the Economy Pumping 
Machinery Co., Chicago. 

The wide coverage throughout the jobbing field estab- 
lished by the Hoffman company, will make it possible for 
engineering service in installation and maintenance to be 
available through these distributors. 


& 
Elect Officers and Directors 


The Bridgeport Brass Co., Bridgeport, Conn., reports 
one of its most prosperous years in 1928 of the 60 odd 
years of its existence, The company showed net earnings, 
after all deductions, in excess of $500,000 which is $25 
a share on the outstanding capital stock. The annual 
meeting of the company was held February 26, and two 
new directors were elected, F. Donald Coster and Herman 
Steinkraus. 

Mr. Steinkraus has been connected with the Cleveland 
office of the company for several years, and in 1928 
was promoted tothe position of sales manager. Mr. Coster 
has a wide business connection, and is president of 
McKesson & Robbins, Inc., and is director of the Bridge- 
port Trust Company, and a number of other leading cor- 
porations. 

Officers of the company elected at the meeting are: 
President, Charles E, Beardsley; vice president, William 
R. Webster, secretary and treasurer, George T. Wigmore; 
general manager, Ralph E. Day; assistant treasurer and 
secretary, E. S. MecClary. Directors are: Charles E. 
Beardsley, William R. Webster, George T. Wigmore, 
Ralph E. Day, Rowley W. Phillips, Burgoyne Hamilton, 
Paul D. Hamilton, Charles G. Sanford, Waldo C. Bryant, 
F. Kingsbury Bull, F. J. Kingsbury, Jr., Herman Stein- 
kraus and F. Donald Coster. 


© 


Correction 

In the report of the planned merger of American Ka- 
diator Co. and Standard Sanitary Mfg. Co. on page 100 in 
the February 23rd issue of ‘‘Domestic Engineering” it 
was stated that Kohler, Hayssen & Stehn Mfg. Co., ol 
Sheboygan, Wis., was one of the concerns which joined 
in the consolidation when Standard Sanitary Mfg. Co. was 
organized in December, 1899. This statement was taken 
from a published report of that date and it was erroneous 
The Kohler, Hayssen & Stehn Mfg. Co. was not included 
in that merger. 
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Fixture shown is Fig. 61 






























Fig. 46 Fig. 5714 
In Crome Plate, Vitreous Ge < ” All metal in Crome finish. 
», white china soap dish and pan Especially for 1 hack 
te handles Te sinks. _ 
Fig. 55. . | Z 
; o B+ of iS 
Crome Plate, PI ig 
white vitreous In alae " re ‘, ; 
china soap dish vurcous white oe 
S0a D i?7 i & iif 


and handles. Ad- 


gustable arms. 


Licensed under 
Pat. 1181370. 


h an dle ° 


UALITY always — The Central idea — is nowhere better exemplified 
than in Central Swing Spout Sink Fixtures. 

Offering a very complete line, in a wide range of body styles, with 
all the latest wanted finishes—Central never deviates from that tradi- 
tion of quality upon which its name is built. 

Easy installation, especially in the adjustable arm types, is another 
advantage. 


While Crome Plate is featured in these illustrations, Nickel can 
also be furnished, and choice of Crome Plate, white or colored 
china, or black Ebonite is offered in soap dishes and handles. 


Write for Sink Fixture Folder 
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Confidence— 


in what you sell 
tends to increase 
your sales 


That accounts for the 


increased brass fitting 
sales of the P. B. F. 


Distributors 


Every brass fitting is 
air tested under water 


PHOENIX BRASS 


FITTINGS CORP. 
IRVINGTON, N. J. 
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Pittsburgh Salesmen Hear Talk on Valves 

The Pittsburgh Chapter of Plumbing and Heating Sales- 
men held its February meeting at the Union Club of Pitts- 
burgh, Saturday, February 9. <A good turn-out was on 
hand to hear Mr. McManus, consulting engineer of Wal- 
worth Co., give a talk on types and uses of valves. Mr. 
McManus illustrated his talk with blueprints, and after- 
ward answered questions put to him by the members. 

In the absence of Frank Richards, president, R. Payne 
Wettstein, vice president, conducted the meeting, and the 
regular business was taken up. R. J. Maggie, national 
vice president, read a letter from William Weber, and 
made some remarks about the plans of the national asso- 
ciation. It was decided to hold the March meeting Satur- 
day the ninth at the same place. 


* 
Open Office and Showroom in New York 


The Woodbridge Ceramics Corp., Woodbridge, N. J., has 
opened sales offices and a show room at 101 Park avenue, 
New York City. The new display and offices, which have 
been arranged in rooms 624-625 of the Architects’ Sam- 
ples building, are under the supervision of Herman 
Bastian. 

. 


Appoint Three New Representatives 

The S. T. Johnson Co., Oakland, Calif., announces the 
appointment of The Chase Engineering Co., 121 West 
Sixth street, St. Paul, Minn., as distributors throughout 
certain counties in the State of Minnesota. Battle & Rob- 
erts, Hanford, Calif., and Canby Plumbing Co., Tulare, 
Calif., have also been appointed Johnson distributors in 
their respective territories. 


a 
Richmond Radiator Holds Sales Conference 


The Richmond Radiator Co., 1480 Broadway, New York 
City, recently held an annual sales conference at which its 
entire selling organization was present. General discus- 
sions were held in conjunction with a number of business 
talks. A. H. Schroth, vice president and general sales 
manager, spoke as did his assistant, F. W. Drew; E. A. 
Schwerdter, assistant sales manager; T. M. Gaskin, credit 
manager, and A. A. Marks, manager of the gas-fired boiler 
division. 


. 
Elect Officers and Hold Dealer Convention 


Completing the first full calendar year of operation, the 
Preferred Oil Burners, Inc., Peoria, IIl., re-elected A. E. 
MacInnis president and general manager. The other of- 
ficers and directors re-elected were: R. S. Bohn, New 
York, vice president; Spencer A. Merrell, St. Louis, vice 
president; L. V. Tefft, Peoria, secretary, and J. Paul Snell- 
bacher, Peoria, treasurer. 

At the first annual meeting of divisional sales managers, 
just concluded, Mr. MacInnis, who is a director of the 
American Oil Burner Association and also of the Oil Heat- 
ing Institute, presented interesting facts regarding the 
general progress of the oil burner industry and the in- 
creased activities of the association and institute. Lloyd 
[. Aldrich, chief engineer, introduced a number of new 
models. 

F. D. Chamberlin, advertising and sales promotional 
manager, presented the national advertising program 
Which will use newspapers, billboards, trade journals and 
direct mail. 

The co-ordination between the production department, 
Office and sales department, was covered by F. G. Cowan, 
assistant general manager. The divisional managers at- 
tending the conference were: W. A. Matheson, assistant 
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simple in construction and easy to 

take care of. Motor and pump are 
on the same shaft. There are no bear- 
ings in the pump casing. Only one 
stuffing box. Merely unbolting:« the 
pump head gives ready access to the 
interior. Impeller is removable with- 
out disturbing packing. 
Supplied in capacities up to 1200 
g-p.m., heads up to 250 ft. For circu- 
lating hot and cold water, boosting 
city water pressure to supply top sto- 
ries, aiding circulation in hot water 
heating systems, circulating water to 
and from swimming pools. Write for 
Bulletin 52. 


NASH ENGINEERING CO. 
41 Wilson Rd. So. Norwalk, Conn. 


J ‘simpte in Centrifugal Pumps are 





Jennings Centrifugal 
Pump 


® 
Jennings Pumps 








WATTS 


“TRIPLE” DIAPHRAGM 
RELIEF VALVE TYPE 29 


, The Best protection 





against the dangers 
of excessive temper- 
atures, pressures, or 
both, as well as vac- 
uum, combined with 
ease of installation 
and moderate cost. 


Complete detatls will be York, 
sent you on request. 


John G. 


~\ Watts Regulator Co. “*yren<° 


U.S. Sales Repre- 
sentatives for U.S, 
and Canada,, 210 
East eth St., New 


Kelly, Inc, 


Geo. E. Kitson Co., Philadelphia 
+ (Representative, 5939 Haverford 





Ave,, Philadelphia, Pa. 
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Also manufacturers of 


331 MadisonAve. 511 


Water Heaters New York City 
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Bookhout & Law R. Be 
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B Outside Type 


Water Heater 


for Steam or Vapor Heating Boilers 


hout 


Distributors 
Deppmann 
W. Canfield Ave 


Detroit, Michigan» 
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St. Louis, Mo. 
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The only Indirect Heater having coils 
disconnecting 
Ask your Wholesaler or write us for details 


Bell & Gossett Company 


3000 Wallace St., Chicago, Ill. 
2281 Scranton Road, Cleveland, Ohio 
859 Paul Brown Bidg. m 
638 Caswell Block, Milwaukee, Wis. 


John A. Lungstrum 
9 Keely Bidg. 
Denver, Colo. 
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RITE forWaterSystem 

Catalog K which gives 
complete information 
on Deming Shallow and 
Deep Well Water 
Systems for practically 
all requirements. 


THE DEMING CoO. 
Salem, Ohio 


FIGURE 2085 
The Deming ° ‘Marvel”’ 
Shallow Well Water 
System. Made incapaci- 
bios of 265, 315, 480 and 
) 


600 gallons per hour 


Est. 1880 
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Birmingham, Ala. Pueblo, Colo. 








This )oxc? Combination Swing Spout | 
Faucet with white china soap dish and | 
china handles while of a plain and prac- 
tical design is nevertheless of exceedingly 
pleasant and graceful lines. It is capable 
of enhancing the appearance of any sink || 
| or kitchen. 


In nickel or chromium plate. 








— Js 


N. O. NELSON MANUFACTURING CO. 
Main Office: ST. LOUIS, MO. 
BRANCHES: 


Houston, Tex. Joplin, M 











Oo. 
Memphis, Tenn. WichitaFalls,Tex. Little Rock, Ark. Pocatello, Idaho 


Davenport, lowa Dallas, Tex. 
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Perhaps the most sought 
after feature in Ball Cocks 
and Flush Valves is “posi- 
tive performance.” In 
Trenton Brass Products of 
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this type nothing has been 
left to chance. Flush Valves 
and Ball Cocks of Trenton 
Manufacture have proven 
themselves beyond a doubt. 
Use them for safety! 
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The Trenton Brass & 
Machine Co. 


TRENTON NEW JERSEY 


Prema) 
=< 


Represented by 
ROLLIN C. WILSON 


7 E. 42nd St., New York, N. y. 

261 Franklin St., Boston, Mass. 

13 North Ave., East,’Cranford, 
N.3J 
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sales manager, in charge of Eastern sales; J. G. Diekes, 
Chicago Division; E. H. Whitaker, Northwestern Division: 
A. F. Boyd, South Central Division; P. O. Fronk, Wiscon- 
sin Division; V. E. Malmfeldt, Southwestern Division: A. 
D. Brookes, North Central Division, and R. L. Stutzman, 
Southeastern Division. 


7 
E.T.G.A. Elects New Officers 


At the annual luncheon meet- 
ing of the Eastern Trade Golf 
Association, held on February 
20 at the Hotel Astor, New 
York City, the nominating com- 
mittee composed of Thomas J. 
O’Donnell, S. C. Carrier, and 
S. H. Sweeney, presented the 
names of John K. Law for 
president; Harold Townsend 
for vice president; R. G. Book- 
hout for secretary-treasurer, 
and J, Barton Garfield for cap- 
tain. 

These recommendations were 
acted upon favorably when it 
was unanimously voted to have 
the secretary cast one vote for the entire slate. 

President Thomas M. Kellogg thanked the officers and 
the tournament committee for their support during the 
past year in his report. The secretary-treacurer’s report 
as read by Mr. Bookhout, in addition to setting forth the 
financial status of the organization called attention to its 
membership of 153, eleven of whom are honorary. The 
report of Captain Garfield, always eagerly awaited by the 
members because of its interesting character, recounted 
the activities of the year. It covered thoroughly each 
meet, gave the various scores, the prize winners, and the 
prizes awarded. 

R. E. Peck, member of the board of governors, ad- 
vanced the suggestion that the organization join the 
Metropolitan Golf Association, the body that governs play- 
ing in Greater New York. This suggestion was acted 
upon favorably. Responses to a request by President 
Kellogg for prize donations for distribution during the 
coming season were numerous and hearty. The board 
of governors, after a change, is now composed of R. H. 
Carpenter, J. J. Doherty, L. N. Heatherton, R. E. Peck 
and C. G. Witherspoon. 

















John K,. Law 


o 
Appointed New York Distributors 
The W. A. Buerkle Sales Co., Inc., 351-53 Atlantic ave- 
nue, Brooklyn, N. Y., has made arrangements with the 
Hoffman Heater Co., Louisville, Ky., to represent the com- 
pany in the capacity of sales agents and distributors ip 
the New York territory. 


* 


San Francisco Salesmen Hitting Good Stride 

President F. C. Eckardt and his fellow officers were 
given a rousing reception at the first meeting of their 
incumbency when the largest attendance in many months 
necessitated bringing in extra tables, on the occasion of 
the January 22 gathering of the San Francisco chapter, 
National Association of Plumbing and Heating Salesmen. 

Plans for an enlarged membership, including some 
intensive personal work on the part of the committee 
headed by Morgan Ebbets, were received with enthusiasm. 
Additional efforts among the salesmen, themselves, wil! 
take the form of inviting qualified speakers to address 
their meetings on live sales topics. 

“If credit operations were to cease, the vast majority 
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That old Vandal : 
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? 
“THE PUBLIC...” 
ee @ 
ELL-BEHAVED under most condi- to the guest bathrooms of fine hotels. Many new : 
tions, the Public is stilla Vandal = apartment houses are equipping all toilets with it. ; 
in its treatment of public toilet 4a 
seats. The only ~~ seat to use is one that simply Send for free cross-section ; : 
cannot be smashed. , | 
— see its strength yourself ; 
Whale-bone-ite is such a seat. Though it costs no | 
more than the cheapest composition closet seat made, Figures show that on the average ordinary seats have | 
its unbreakable construction — guaranteed for the life to be replaced about every three years. If you want to . 
of the building ~immediately ends all replacement end this needless expense, just as it already has been | 
expense. ended in more than a million public toilets in modern | 
Its handsome polished whale-bone-ite surface will last vey ——. en i a ne 

a life-time. It is easy to clean and non-inflammable. Its ‘h, yoo se -_ we - ed ‘but sg “ pe ae : a4 
hinge also is covered with Whale-bone-ite, giving it the the replace ment expense end, sut the toilets wi e me 


same strong, polished surface as the seat, and making 
it non-corrosive. 


The use of Whale-bone-ite Toilet Seats is spreading 








THE WHALE-BONE-ITE Seat and Hinge form an unbreakable unit. 
The seat is molded around a laminated core of alternating-grain 
layers of hardwood, making it proof against warping, cracking and 
splitting. The die-cast hinge is molded integral with the seat. 


cleaner as Whale-bone-ite is easier to keep clean. With- 
out obligation send for a free Whale-bone-ite cross- 
section. Simply address Dept. F-1, Seat Division, 
The Brunswick-Balke-Collender Co., 623 South Wab- 
ash Avenue, Chicago. 


THE BRUNSWICK-BALKE-COLLENDER CO. ; Chicago 


Albany Charlotte Denver Kansas City New York Seattle t 
Atlanta Chicago Des Moines LosAngeles’ Philadelphia St. Louis ae 
Birmingham Cincinnati Detroit El Paso Pittsburgh Tampa 
Boston Cleveland Harrisburg Minneapolis Richmond Washington I 
Buffalo Dallas Houston New Orleans SanFrancisco Montreal 

Ottawa Toronto Havana 





(Brunswick) 
WHALE-BONE-ITE 


| TOILET SEATS |@ 
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_ For Complete 
Fitting Satisfaction 


Examine a Jarecki Fitting closely 
and you are struck with its clean-cut 
threads, its uniformity, its workman- 
like appearance throughout. 


Look at a cross-section and you 
note a sound, tough, homogenous 
structure that means wear, wear and 
still more wear. 


Glance through the Jarecki cata- 
log and you find as complete a line 
as is available anywhere. 


The result of that combination is just the sort of fitting serv- 
ice you would expect from a company 77 years young! 


JARECKI MANUFACTURING COMPANY 
Erie, Penna., U. S. A. 





I 


HERE’S A 
NEW ONE! 











We are now able to 
furnish this— 


4-in. 90 degree Tee-Y 
Brass Ferrule 
with combination outlets to 
take either Lead or Tell your jobber 
W. I. pipe. today you want 


aidan rr to try ‘em. 
Don’t fail to investigate this time- 
saver for bathroom waste installa- 
tions. You'll like it! 


Any arrangement of 2” or 114” 
branches, single or double. 


YICHMOND 


FOUNDRY £. MANUFACTURING CO 


RICHMOND, VIRGINIA 


LT AER 





The 
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of today’s business would come to a standstill,’’ said J. 
R. Munsell, promotion manager of the San Francisco di- 
vision office of the Commercial Credit Co., at the F»| 
ruary 5 meeting of the chapter. 

Roughly dividing such buying into two classes—one 
concerned with income-producing goods, the other with 
the purchase of luxuries, Mr. Munsell stated that the 
plumber is primarily concerned with the first group. 


a 
Establishes Warehouses in East 


The Bryan Steam Corp., Peru, Ind., recently announced 
the establishment of several eastern warehouses. These 
warehouses are located at the following points: Newark, 
N. J.; Jamaica, L. I., N. Y.; Nyack, N. Y.; Syracuse, N. Y., 
and Greenwich, Conn. 

* 
Manufacturers’ Representatives 


Organize Company 

R. Vessey and E. L. Gilbert recently formed the Vessey- 
Gilbert Co., in Philadelphia, to act as manufacturers’ rep- 
resentatives. The company has opened offices, a display 
room and warehouse at 2401 Chestnut street in that city. 
They are representing the following manufacturers: (Gas 
and Electric Heater Co., LaPorte, Ind.; Milwaukee Flush 
Valve Co., Milwaukee, Wis.; Keeney Mfg. Co., Newing- 
ton, Conn.; Lansdale Nipple Co., Lansdale, Pa.; Bell & 
Gossett Co., Chicago; Central Specialty Co., Detroit, Mich.; 
and the Kelly Brass Works, Chicago. 

Mr. Vessey was formerly vice president of the Obern- 
dorf Mfg. Co., Pittsburgh, and has been connected with 
the manufacture of plumbers’ brass goods for over twenty- 
five years. Mr. Gilbert is president of the Lansdale Nip- 
ple Co., and a director of four Philadelphia concerns. 


Obituary 


S. W. Miller 
Samuel Wylie Miller, con- 
sulting engineer of the Union 
Carbide & Carbon Research 
Laboratories, Inc., of Long 
Island City, N. Y., well known 
both in the United States and 
in’ Europe as a pioneer in 
acetylene welding and an au- 
thority on its application, 
died on Sunday, February 3, 
at his home in Hollis, Long 
Island, N. Y., in his 63rd 
year. Mr. Miller was a native 
of New York and received his 
degree in Mechanical Engi- 
neering from Stevens Insti- 
tute in 1887. His first pro- 
fessional activities were as S. W. 
master mechanic for the 
Pennsylvania Railroad plants at Logansport and Indian- 
apolis, Ind., and Columbus, O. Following this he was 
with the American Locomotive Co. at Dunkirk, N. Y., and 
Providence, R. I., after which he founded the Rochester 
Welding Works at Rochester, N. Y. During the World 
War he served on the Welding Committee of the Emer- 
gency Fleet Corp. In 1921 he joined the newly formed 
Union Carbide & Carbon Research Laboratories, Inc. Ii 
was a director and past president of the American Weid- 
ing Society, a director of the American Bureau of Welding 
and chairman of the Oxy-Acetylene Committee of tiie 





Miller 
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Four sizes of Woodward-Wanger Tank Balls enable you to meet all price com- 
petition—to sell quality tank balls at prices ranging from $1.25 down to 950. 
To get best results, put your story over at a glance by means of this hand- 
some attention-getting counter or window display—which is adaptable to any 
one, two or all four of the tank balls. 


for 50c. a cake, which allows you a good 








profit. Put this handsome new display 7 » Hg oa s? 
to work for you. y, / ong > — 
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Deodorjze Your lonet 

ODO-FLUSH a 
You'll find a big market for this really . | «dg 7 SS” 
successful toilet deodorant. One cake & cos the Bret 3 o 
placed in the closet tank provides a 4 A fF a Ps 
clean, healthy and odorless atmos- g ; F Ss ©. Ps 
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Build your reputation up- 
on LEAD, the Dependable 
Metal — tough and elas- 
tic, withstanding shocks 
that break other metals, 









DOMESTIC ENGINEERING 









The rounded corners and beveled edges 
of the Eagle Super Flange make it un- 
usually easy to handle. Easily adjusted 
to any pitch of roof (the boot is rounded 
into the apron). Made of 100% pure 
soft Southwestern Missouri Pig Lead, in 
one piece, under 100 pounds pressure, 
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| —the roof flan ge with the 


FY improved caulking vIng.. 


thereby eliminating blow holes. Pliable 
and ductile. Water-tight caulking is 
made easy by feather edge at boot top 
and special caulking ring. At your job- 
ber or dealer—or write us for free de- 
scriptive folder. The Eagle-Picher Lead 
Company, Chicago, Joplin, Cincinnati. 


ny Super F FLANGE 
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International Acetylene Association. As a member of the 
Welding Sub-committee of the Boiler Code Committee, 
Mr. Miller was prominently identified with the American 
Society of Mechanical Engineers. He also was an active 
member of several scientific and engineering organiza- 
tions. He was the donor of the Miller Medal, awarded 
annually by the American Welding Society for work of 
conspicuous merit in advancing the art and science of 
welding. He wrote several books on the oxy-acetylene 
process and was much sought after as a lecturer on weld- 
ing at engineering meetings. His death will be keenly 
felt by the entire engineering and welding profession. 
Harvey A. Call 

Harvey A. Call, of the re- 
search department of the Cop- 
per & Brass Research Asso- 
ciation, died Friday morning, 
February 8, in New York 
after an illness of four days. 
An attack of influenza at the 
beginning of the week devel- 
oped rapidly into pneumonia, 
which was the cause of his 
sudden death. Mr. Call was 
well known in the plumbing 
and heating trades, having 
been for many years editor of 
“Sanitary and Heating Engi- 
neering.’ In 1906 he estab- 
lished a plumbing and heat- 
ing business at Cornwall-on- 
the-Hudson, specializing 
mostly in contract work. The business continued for eleven 
years until in 1917, when he became superintendent of 
plumbing, heating, sheet metal and sanitation for the Ma- 
son & Hanger Co. in connection with its work at Camp 
Taylor in Louisville, Ky., the Newark Port Terminal in 
New Jersey and the Charleston Port Terminal in South 
Carolina. Soon after the war Mr. Call became associated 
with “Sanitary and Heating Engineering.” In 1926, he 
joined the staff of the Copper & Brass Research Associa- 
tion, and a few months later he assumed charge of its new 
Mid-Western office in St. Louis, returning to New York 
about a year ago to engage in research work. 

Mr. Call’s untimely death is mourned by his associates 
in the Copper & Brass Research Association and also by 
his many friends in the trade. 


sf 


Western Trade Golf Association Elects Officers 

The Western Trade Golf Association of Chicago héld 
its annual meeting at the Bismarck Hotel on the evening 
of February 8. Forty-two members were present at the 
election of the following officers for the season of 1929: 
President, J. H. O’Brien; vice president, J. A. Cutler; 
captain, J. J. O’Shea; treasurer, J. M. Grace; handicapper, 
L. J. Pitcher; secretary, Charles E. Price. Retiring Presi- 
dent T. H. Monaghan will serve as a director. 


The association was reported in excellent condition, 
and discussions were aimed to keep it in its position of 
leadership for the coming season. Particular efforts will 
be made to have the Western Trade Golf Association 
serve as the medium through which all men in the in- 
dustry in Chicago will play their golf. There were open- 
ings in the membership which allowed the election of the 
following: C. W. Lampe, architect; J. J. McCarthy, Spang, 
Chalfant & Co.; Samuel Miller, Miller Plumbing & Heating 
Supply Co.: R. M. Stackhouse, American Radiator Co.; 
Charles P. Hackett, S. S. Fretz, Jr. & Co.; and William 
V. Hoier, W. V. Hoier Co. 











Harvey A. Call 
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_ for Better Services 





Fig. NRG - 2001. “Weil” 
Type NRG Vertical Con- 
densation Pump and Re- 
ceiver. 
Write for Bulletin NRG-200. 
Few Agencies Still Open. 
WEIL PUMP COMPANY 


15-7 W. Superior St. 
CHICAGO, ILL. 











This attractive two- 
color carton for dis- 
play on your counter 
will sell its entire con- 
tents of the NEW 
DUR-A-BAL in 
a short time. 
Ask your 
jobber about 
the DUR-A- 
BAL carton 
today. 


Lavelle Rubber Co., ,32¢.¥°st Chicago, IIL 


























BASIN SUPPLIES 


Long wearing and always giving the 
utmost in service is our claim for 
rn Basin Supplies. 


And it’s more than a claim, too. It’s been 
proven time and again in actual work. 


When the name “Dearborn” appears 
on a piece of brass goods, you can be sure 


itie the best. 








FROM YOUR JOBBER 


DEARBORN BRASS CO. CEDAR RAPIDS, IA. 
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AGG FITTINGS 


FLAGG FITTINGS have 
been manufactured for 
three generations. They 
have gradually grown in 
popularity until today 
FLAGG, FITTINGS are 
used in all sections of 
the world. 


















1421 Chestnut St. 
Philadeiphia, Pa. 
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STOCKHAM ACCURACY 
produces Fittings that 
make up straight pipe lines 
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Every one of the 7500 different fittings in the complete 
Stockham line make up on the job easily to tight joints 
and straight lines. Rigid, accurately set, precision ma- 
chines thread all outlets at one time, assuring you that 
risers or main lines will be straight. 


One in every ten men in the Stockham Plant is employed 
in inspecting and testing to be sure that you get only per- 
fect fittings. Accurate threads, just the right depth— 
neither too tight nor too deep—all outlets in line—no 
sand holes or cracks; these qualities make Stockham 
Fittings save you time and money on the job. 


Buy Stockham Fittings from your wholesaler. His stocks 
of Stockham Fittings and of all the materials you need 
are maintained for your best service. A handy vest pocket 
catalog showing dimensions and prices will be sent on 
request. 


STOCKHAM PIPE & FITTINGS CO., Birmingham, Ala. 
Stocks in Boston, New York, Chicago, Tulsa, Los Angeles 








Be sure the name STOCKHAM is on the Fittings you buy 


STOCKHAM FITTINGS 


CAST IRON ELECTRIC CAST STEEL MALLEABLE 
Screwed—Flanged—Drainage Screwed—Flanged Standard—Extra Heavy—Oil Country Malleable 
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E. S. A. Holds Winter Meeting 


The winter meeting of the Eastern Supply Association 
was held at the Hotel Astor, New York City, on February 
12 and 14. A report of that meeting was published on 
page 111 of the February 23 issue of ‘“‘Domestic Engineer- 
ing.’ The following is the conclusion of that report: 


B. N. Guthrie, Jr., Reading Iron Co., Reading, Pa., 
launched into a discourse on the market conditions sur- 
rounding wrought iron pipe with the statement that busi- 
ness for 1929 looks good from the standpoint of producers, 
most of whom are in 72 to 75 per cent production. With 
both credit and money cheap, Mr. Guthrie expressed the 
opinion that the year will be one of substantial construc- 
tion and, while over-building obtains in spots, there are 
many other areas where much has yet to be done in this 
direction, so that it is impossible to have perfect synchro- 
nization of building and building needs. He also stated 
that jobbers cannot be economically dispensed with and, 
treating with prices, pointed out that no change had been 
made for six years, and that the recent reduction was the 
result of efforts on the part of manufacturers to reduce 
production costs. The speaker further stated that these 
efforts are being continued and, as mills succeed in this 
direction, further reductions in prices will be effected. Mr. 
Guthrie closed with the announcement that his company 
will on March 1 issue two cards, one indicating the costs 
of wrought iron pipe to the jobber and the other his mini- 
mum resale prices. The Reading Co., according to Mr. 
Guthrie, will enforce this plan, which is for the general 
good of the industry, to the extent of removing the name 
of any violator from its list of customers. 

E. P. Corey, Youngstown Sheet & Tube Co., Youngs- 
town, O., launched into the subject of steel pipe with the 
statement that during the last calendar year 50,500,000 
tons of ingot were used by steel pipe mills which probably 
was a greater consumption than in any previous year and 
the outlook for 1929 is better. Profits, he said, were noth- 
ing to enthuse about, but were good. Jobbers, however, 
did not fare so well, especially in some sections. The most 
common cause of failure to show profit, according to Mr. 
Corey, is price cutting, or meeting prices, and he stated 
that in his opinion the Federal Trade conference, or some 
other legal, feasible plan, should be worked out to aid the 
wholesaler in making a profit. 


Clarence Kennedy, Kennedy Valve Mfg. Co., Elmira, N. 
Y., on being presented, said that valve prices had showed 
a little life, but the industry is still sick because extremely 
ragged business methods have kept it in such a state that 
no one can enthuse over it. He added that things last year 
went from bad to worse and manufacturers of a staple line 
cannot make money unless jobbers and contra:tors are 
showing a profit. Manufacturers ars, accoriing to Mr. 
Kennedy, printing for jobbers resale base discount sheets 
which he urged them to use. In closing he asserted that 
he looked for a greater volume of busin..3 this year and 
higher net profits. 

D. W. Stockham, Stockham Pipe & Fittings Co., Bir- 
mingham, Ala., began his talk with the statement that the 
fittings’ market today is firmer than in years and in most 
cases the jobber is holding a profitable average level with 
the result that these items are proving to be the most 
profitable line. Mr. Stockham expressed the opinion that 
some influential houses are entertaining more construc- 
tive policies and coming to the realization that profit lies 
in selling rather than in buying. In closing the speaker 
urged that jobbers ask a profitable price and stick to it, 
adding that the fittings’ industry took on a lot of enthu- 
siasm following the Central Supply meeting because of the 
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Unit Heater 


NCREASED Unit heater capacity at sur- 

prisingly low B. T. U. cost is mangoes b 
Kroy Unit Heater No. 221, as illustrated. 
The Super-Fin coil is tested to 1000 lbs. 
hydrostatic pressure and is recommended 
for steam at any pressure up to 200 lbs. The 
multiple fans operate singly or in combina- 
tion, thus giving maximum flexibility 
of control. 


Ratings, specifications and data on request. 
Local offices in important cities. 


York Heating & Ventilating Corp’n 
Largest Producers of Unit Heaters 
1573 Sansom St., Philadelphia 
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It’s possible 
that you can 
buy a cheaper 
ball cock than 
the Enterprise 
and you can 
probably buy 
one that’s 
more costly but 
whatever the price 
you pay, you can’t 
buy Enterprise 
quality or Enter- 


Your Jobber can supply you with 
Enterprise 


$446406064 


and perform- 
ance any- 
where but in 
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Installing a 
ball cock 
carries with it 
so many possibili- 
ties for further 
profit that it is im- 
perative only the 
best be used. 
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ENTERPRISE 
Brass Works 


Muskegon, 
Michigan 





$4499 66600006064 9999960000006 
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UNIONS 








NOTE THE BRASS DISC 


Made of Refined Malleable Iron with Brass 
Seat Inserted in Place by Powerful Pressure 
So That It Cannot Become Detached. 


Approved by Underwriters’ Laboratories. 
ILLINOIS MALLEABLE IRON CO. 


Chicago, IIl. 
Manufacturers Full Line Iron Pipe Fittings 




















Boe best way to know 
the qualities of Moore Radi- 


ator Hangers, is to try them. 





Install them on _ that job 
you re working on now. Write us for 
sales aid. 


Ask your jobber to CARTY & MOORE 


ENGINEERING CO. 


(Incorporated) 


611 West Larned Street 
Detroit, Michigan 


show you the Moore 
line—a hanger for every 
type of radiator. 
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action taken with reference to the conference plan. 

Robert E. Sargent, Standard Sanitary Mfg. Co., Pitts- 
burgh, Pa., speaking on the enameled ware situation. 
stated that manufacturers had no association. He said 
that almost every one recognized the difficulties the entire 
industry is in and consequently should support any move- 
ment that will better conditions. Mr. Sargent also called 
attention to the fact that no change is contemplated in the 
distribution policies of his company. 

John L. Christie, Bridgeport Brass Co., Bridgeport, 
Conn., said when called to the speakers’ platform that the 
most striking aspect in the brass pipe industry is the rapid 
increase the use of this commodity has experienced since 
1923. In that year 17,000,000 pounds were used, while 
during 1928, he said, 75,000,000 pounds were in demand, 
an increase of 350 per cent, or in terms of end to end 
length, 9,500 miles. In the matter of price, Mr. Christie 
noted that prices have changed little despite an approxi- 
mate 100 per cent increase in building costs during that 
period, or the equivalent to a $10 added cost on a $15,000 
home. He also touched on the research work that has 
brought about the evolution of brass pipe making from an 
art to a science. 

H. M. Foster, editor of the Journal of Commerce of New 
York, speaking at length on the chain store development, 
likened some of the features of the grocery business to 
problems confronting the pumbing and heating industries, 
chiefly in that price cutting is rampant in both instances 
and it is always the other fellow that is responsible. Mr. 
Foster brought up the subject of the Trade Practice Con- 
ference plan and enumerated a number of difficulties at- 
tendant to its acceptance which he claimed other industries 
have encountered and said that the plan itself will do noth- 
ing toward successfully accomplishing the aims of a group, 
but that success is dependent on what the men do. In 
his analysis of the conference plan the speaker pointed 
out that the first step of importance is for the industry 
to decide if what it offers is really wanted. He further 
stated that the rules which fall under Group 1 are mere 
statements of the law while violations of those under 
Group 2 have no standing in court, and advised that the 
industry learn what can be done within itself before going 
to the commission. 

Mr. Swanson, on being granted the floor following this 
arraignment of the commission, replied that conditions in 
the two industries are not parallel and aside from this 
the Federal Trade Commission will give the members a 
clear understanding of what the law dealing with trade 
practices really is and assist materially in its enforcement. 
Mr. Swanson further made it clear that the conference can 
do what the trade association has failed to do over and 
over again. He pleaded earnestly that the matter be given 
the undivided attention of the association and that it be 
acted on favorably as a means of saving the industry from 
the problems toward which it is headed. 

A. M. Maddock, Thomas Maddock’s Sons Co., Trenton, 
N. J., drew the attention of the meeting to the work of the 
Plumbing and Heating Industries Bureau. He also spoke 
of the office that organization is opening in New York City, 
stating that this action is worthy of the support of the 
association and that his hope is that its members will con- 
tribute their aid. 

John C. Keene, Plumbing and Heating Industries bu- 
reau, addressed the meeting briefly on the work of the bu- 
reau and its aims in promoting increased sales of plumb- 
ing and heating materials. He drew attention to the na- 
tional advertising that is being conducted by the bureau 
and to the fact that the establishment of an office on the 


| Atlantic seaboard is the culmination of many months ol 


} 


effort. 
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New Trade Literature 


Envelope Stuffer of Hays Mfg. Co. 

Hays Mfg. Co., of Erie, Pa., has issued an envelope 
stuffer illustrating a number of its copper plumbing fit- 
tings. The folder describes a 90-degree flange in the pipe, 
the flange being locked between the two parts of the fitting 
by tightening up a nut. Tees and elbows are also illus- 
trated. 

Circular of Jenkins Bros. 

Jenkins Bros., of New York City, is sending out a cir- 
cular with the title, ‘“‘Protection.’’ All-bronze double check 
valves for fire service cross connections from public mains 
are described, and globe, angle, check and hose valves are 
illustrated in colors. Iron body hub end gates are also 
shown. 

“Controlled Humidity” 

“Controlled Humidity”’ is the title of a booklet just is- 
sued by Zephyr Washed Air Co., of Minneapolis, Minn. The 
booklet comprises twenty pages, 8% by 10% inches in 
size, and stresses the damage caused by excessively dry 
air, and the benefits to be derived from the proper degree 
of humidity. Paper manufacturers, manufacturers of fur- 
niture and musical instruments, printers and publishers, 
are familiar with the problem of excessively dry air, and 
the company’s air conditioning equipment is designed for 
use in manufacturing plants as well as offices. 


Circular of Hall-Will, Inc. 

Hall-Will, Inec., of Erie, Pa., is distributing an envelope 
stuffer describing its portable power pipe bolt and nip- 
ple threader. Specifications are given, and both the front 
end and the rear end are illustrated. Another illustration 
shows a side view. 


Booklet of Murray W. Sales & Co. 

Murray W. Sales & Co., of Detroit, have just issued a 
booklet entitled “Quality Plumbing and Heating Prod- 
ucts.”” The company’s display rooms are illustrated. The 
booklet consists of twenty-four pages, 54% by 8% inches, 
with numerous illustrations in colors. Brass fixtures, 
toilets, lavatories, tubs, electric sinks, wrought iron pipe, 
water heaters, vapor-vacuum heating systems, etc., are il- 
lustrated. 

Folder of Warren Webster & Co. 

Warren Webster & Co., of Camden, N. J., are distribut- 
ing a circular describing their new system of steam heat- 
ing in which the quantity of steam delivered to the radia- 
tors is varied automatically according to changing de- 
mands. The system is adaptable to buildings requiring 
approximately 10,000 or more square feet of radiation, the 
folder states. 

Catalog of Elkay Mfg. Co. 

General Catalog C has just been issued by Elkay Mfg. 
Co., of Chicago. The catalog consists of forty-seven pages, 
8% by 11 inches, with an attractive cover of blue and 
gold. Pantry sinks, scullery sinks, drainboards and 
shower stalls are listed. A suggested form of architects’ 
specifications and a form for manufacturers’ specifications 
are given. Various types of sinks are illustrated and 
roughing-in dimensions are shown. The sinks, the catalog 
States, are made in white metal, monel metal, polished cop- 
per, Crodon plate and nickel. The catalog contains many 
diagrams showing details of construction. 

Window Card of National Distributing Co. 

National Distributing Co., of New York City, is sending 
out a window card, 10 by 14 inches, illustrating designs 
of its colored, rubberized, waterproofed shower curtains, 
which are made in satine, cretonne and silk. Curtain bars 
and shower valves are also listed. 
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Stop pipe thread leaks 
with SMOOTH-ON No. 1 in a 


SMOOTH-ON CLAMP 


Sizes for 1-in. to 12-in. pipe. 















UICK, easy, cheap 
Holds for the life: of 
the line—any pressure, any 
temperature, iron, brass, or 


copper pipe. Get Smooth-On Clamps and Smooth-On 
No. 1 from nearest supply house or from us. 


Write for the free Smooth-On Handbook. 


SMOOTH-ON MFG. CO. 


Dept. 12, 574 Communipaw Ave., Jersey City, N. J. 


MOTION. 
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Ask the Housewife 


ine Johnson Red Ring 
Gas Lighter makes her 
job easier. It saves her 
the time and danger of 
applying a match to the 
heater in the basement. 
The Johnson is safe, 
positive and convenient. 




















Ask your jobber about it. 


Raising RED RING to 
hook on wall plate up- 
stairs, lights heater in 
basement. Dropping JOHNSON MFG. CO. 
RED RING shuts off 

as. POS iT IVE 10226 Woodward Avenue 


ACTION. DETROIT MICHIGAN 























Air-Tight Steel Tank Co. 


PITTSBURGH, PA. 


TANKS 








TANKS FOR: High pressure gas and air storage— Pneumatic 
water systems—Gasoline and oil storage—Oil burning equip- 
ment—Open top— Welded. ATSCO Genuine Copper Brazed 
tanks for high pressure—the tightest, safest, strongest tank it is 
possible to construct by any known process.A.S.M.E.code tanks. 


















Manufactured by 
( THE CHAMBERLAIN ComPANY 2 The Chamberlain Co. 








Desolvo will give you 
immediate action in clean- 
ing drains and sewers and 
yet will not harden in the 
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pipes or damage the sys- 
tem in any way. Carrya 
can in your kit at all 


ui 
Sewer and rain times. It will earn you 


Pipe Cleanel 


(COmtainine sopium HypROMIDE) 


many an extra dollar. 


Ask your jobber 
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DART 
UNIONS 


When you invest your 
money in equipment you 
expect the best just as 
your customer does when 
he pays your bill. You 
both will be satisfied if 
you use Dart Unions on 
your jobs. 


Ask your jobber. 


E. M. DART MANUFACTURING COMPANY 
PROVIDENCE, RHODE ISLAND 


The Fairbanks Co., Canadian Factory, 
Sales Agents Dart Union, Limited, Toronto 














Will fit any 


angle roof from 
flat to half 
pitch. 


Air and water 
tight, Overton 
Roof Flashings 
are made for 
those jobs 
where only the 
best may be 
used. 


Get Overtons 
from your job- 
ber or write us 
direct. 


BUTLER MFG. COMPANY 


Minneapolis Minnesota 








READING BRAND 


BRASS PIPE 


NIPPLES 





Make your brass nipple installations self-guaranteeing. 
You can do this by using Reading Brass Nipples 
because they are made only of new brass pipe carefully 
threaded so as to make up RIGHT. 


They are furnished either in bulk or boxed assortments. 


H. W. HUNT COMPANY ®'irss~ 


























AUTOMATIC COAL BURNER 


FEEDS COAL TO THE BOILER 
REMOVES THE ASHES 
REDUCES COAL BILLS 
SAFE 
CLEAN 


DEALERS 
WANTED 





WRITE TO 
DOMESTIC SALES CORPORATION 
121 Livingston St. 33 Brooklyn, N. Y. 














March 9, 1929 


Convention Dates 


March 11 and 12, 1929.—$N EBRASKA.—The twentieth annua! 
convention of the Nebraska Retail Plumbers’ Association, to 
be held at Omaha, with headquarters at the Rome Hotel. 

March 11 and 12, 1929.—OKLAHOMA—The twenty-seventh 
annual convention of the Oklahoma State Association of Mas- 
ter Plumbers, to be held in Ponca City, with headquarters at 
the Jens-Marie Hotel. 

March 11 and 12, 1929.—NEW YORK—tThe thirty-fourth an- 
nual convention of the Heating and Piping Contractors New 
York State Association, to be held at the Hotel McAlpin, New 
York City. 

March 11, 12 and 13, 1929.—INDIANA—tThe thirty-third an- 
nual convention of the Indiana Society of Sanitary Engineers, 
to be held at South Bend. 

March 11, 12 and 13, 1929.—VIRGINIA—The sixth annua! 
convention and a two-day institute of the Virginia Associated 
Plumbing and Heating Contractors, to be held at Charlottes- 
ville, with headquarters at the Monticello Hotel. 

March 12 and 13, 1929.—MAINE—tThe thirty-sixth annual 
convention of the Maine State Association of Master Plumb- 
ers, to be held at Portland, with headquarters at the Falmouth 
Hotel. 

March 13, 1929.—UTAH—The regular quarterly convention 
of the Utah State Association of Sanitary and Heating Engi- 
neers, to be held at Provo. 

March 18, 19 and 20, 1929.—-KANSAS—tThe forty-first annua! 
convention of the Kansas Master Plumbers’ Association, to be 
held at Hutchinson, 

March 21 and 22, 1929.—IOW A—tThe forty-first annual con- 
vention of the Iowa Master Plumbers’ Association, to be held 
at Fort Dodge, with headquarters at the Wahkonsa Hotel. 

March 25 and 26, 1929.—MISSOU RI—The forty-fifth annual 
convention of the Missouri State Association of Master 
Plumbers, to be held in Springfield. 

April 1, 2 and 3, 1929.—-MASSACHUSETTS—tThe forty-sixth 
annual convention of the Massachusetts State Association of 
Master Plumbers, to be held in Boston, with headquarters at 
the Hotel Statler. 

April 2, 3 and 4, 1929.—-A. O. B. A.—The annual convention 
of the American Oil Burner Association, to be held at New 
York City. 

April 9, 10 and 11, 1929.—MICHIGAN—tThe thirty-seventh 
annual convention of the Michigan State Association of 
Plumbing and Heating Dealers, to be held in Detroit, with 
headquarters at the Fort Wayne Hotel. 

April 10 and 11, 19298..—ARKANSAS—tThe seventh annual 
convention of the Arkansas State Master Plumbers’ Associa- 
tion, to be held at Little Rock, with headquarters at the 
Lafayette Hotel. 

April 15, 16 and 17, 1929.—-TEXAS—tThe fortieth annual con- 
vention of the Associated Master Plumbers of Texas, to be 
held at McAllen. 

April 16 and 17, 19298.—NEW YORK—tThe forty-first annual 
convention of the New York State Association of Master 
Plumbers, to be held at Schenectady. 

April 16 and 17, 1929.— WISCONSIN—The nineteenth annual 
convention of the Heating and Piping Contractors Wisconsin 
Association, to be held at the Elks’ Club, Milwaukee. 


April 22 and 23, 1929.—GEORGIA.—The thirty-seventh an- 
nual convention of the Georgia State Association of Master 
Plumbers, to be held at Valdosta. 

April 23 and 24, 1929.—COLORADO—The thirty-second an- 
nual convention of the Colorado Society of Sanitary and Heat- 
ing Engineers, to be held at Denver. 

April 25 and 26, 1929.—-LA.-MISS.—The eighth annual con- 
vention of the Louisiana-Mississippi Association of Plumbing 
and Heating Dealers to be held at Gulfport, Miss., with head- 
quarters at the Markham Hotel. 

May 6 and 7, 1929.—_FLORIDA—tThe seventh annual conven- 
tion of the Florida State Association of Master Plumbers and 
Heating Dealers, Inc., to be held at Caytona Beach. 


May 13, 14 and 15, 1929.—-N. P. S. A.—The twentieth annual 
convention of the National Pipe and Supplies Association, to 
be held at Pittsburgh, Pa., with headquarters at the William 
Penn Hotel. 


May 14 and 15, 1929.—CONNECTICUT—The thirty-ninth 
annual convention of the Master Plumbers’ Association of 
Connecticut, to be held at Stamford. 


May 20 and 21, 1929.—TENNESSEE—The thirty-first annual 























March 9, 1929 


y 


























DOMESTIC ENGINEERING 
























































Are You Content |ijim= 





























” Watch ae 


This Success f 


Here is a typical example of Nibco Plumbing with Copper Tube and 
Compression Fittings, which is making such rapid strides. 


The owner of this modern home wanted the latest type of rust-proof 
plumbing and his contractor, therefore, recommended the Nibco System, 
which he was able to furnish at a considerable saving. The entire cost of all 
roughing-in work on this $10,000 house was 


$87.08 for Material and Labor 


Compare this cost with other types of piping, and you can readily appre- 
ciate its advantages from a merchandising standpoint. Every foot of the 
system was hung and drained in the same manner as rigid pipe, yet there 
were no threads to cut and the labor of installing was reduced about 50 per 


cent. 


Nibco Plumbing has ALL the advantages of other systems—and many 
more! The Compression Fittings have withstood pressure tests up to 5000 
pounds, and long, trouble-free service is assured. 


If you are not already securing the increased business and profit that 
Nibco Plumbers enjoy, it will pay you to investigate this money-making 
proposition. Ask for Bulletin A-170 and mention the name of your jobber. 


NORTHERN INDIANA BRASS COMPANY 
Elkhart, Indiana 


NIBCO 


PLUMBING 























Sectional view of Nibco 
coupling, showing how 

opper Tube connection 
is made. When the 
coupling nut is tightened, 
the tube becomes slightly 
compressed at the point 
of contact, thus forming 
a wedge on the end of 
the tube, which holds it 


firmly in position. 


Nibco Fittings are made 
from the best grade of 
brass in all the required 
types and sizes used in 
blumbting 
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TAPEREDCONTACT 


THE SECRET GF 


JPM 
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hoe 


Tapered contact between the lead seat and the threads of 
the plug make not only a ground joint seat in the “Supremo”’ 
that is absolutely tight, but also assures the very easy 
removal of the plug at a// times. 


"E44 p, 


The ferrule also has tapered grooves at the top which 
serve to force the lead tightly against the hub when 
it is caulked. The ‘“‘Supremo”’ is caulked the same 
as all regular “trap screw’’ ferrules. 


It is made of Udilited (rust proof) cast iron and 
consequently does away with all electrolytic action 
or ‘‘nature welding”’ which would prevent removal 
of plug. 
Write us for complete details 
or ask your jobber 


J. A. ZURN MEG. CO. 
ERIE + - PENNA. 


Sales Offices in the following Cities 
Boston New York Philadelphia 


Pittsburgh Chattanooga Chicago 
Minneapolis Denver Dallas 
Los Angeles Seattle 


San Juan, Porto Rico 





is fe, ee WEB oil 
wee ae "% ¥ Hate de 
A Mt i PO 2 el 
‘i - wi : pe es oe Pe 
4 el ee eee Ny : - 
. ie . 


PLUMBING PRODUCTS 
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convention of the Associated Master Plumbers of Tennessee, 
to be held at Knoxville. 

May 20, 21 and 22, 1929..—_K ENTUCK Y—The thirty-third an- 
nual convention of the Kentucky State Association of Master 
Plumbers, to be held in Louisville. 

May 20 and 21, 1929.—-A LABAMA—The annual convention of 
the Associated Master Plumbers of Alabama, to be held in 
Montgomery. 

May 21 and 22, 1929.—PENNSYLVANIA—The thirty-fifth 
annual convention of the Pennsylvania State Association of 
Master Plumbers, to be held in Pittsburgh, with headquarters 
at the William Penn Hotel. 

May 21 and 22, 1929.—NEW JERSEY—tThe twenty-eighth 
annual convention of the New Jersey State Association of 
Master Plumbers, to be held in Elizabeth, with headquarters 
at the Winfield Scott Hotel. 

May 21, 22 and 23, 1929.—CALIFORNIA—The twenty-eighth 
annual convention of the California Merchant Plumbers’ Asso- 
ciation, to be held at Long Beach, with headquarters at the 
Hotel Virginia. 

May 23, 24 and 25, 1929.—-N. A. P. H. S.—The fourth annual 
convention of the National Association of Plumbing and 
Heating Salesmen, to be held at Philadelphia. 

June 10, 11, 12 and 13, 1929.—H. P. C. N. A.—The fortieth an- 
nual convention of the Heating and Piping Contractors Na- 
tional Association, to be held in St. Louis, Mo., with head- 
quarters at the New Jefferson Hotel. 

June 11, 12, 13 and 14, 1929.——N. D. H. A.—-The twentieth an- 
nual convention of the National District Heating Association, 
to be held at Detroit, Mich., with headquarters at the Hotel 
Statler. 

June 25, 26 and 27, 1929.—-N. A. M. P.—The forty-seventh an- 
nual convention of the National Association of Master Plumb- 
ers, to be held at Buffalo, N. Y., with headquarters at the 
Hotel Statler. 

June 25, 26 and 27, 1929.——N. A. M. P. AUXILIARY—tThe 
eleventh annual convention of the Women’s Auxiliary to the 
National Association of Master Plumbers, to be held at Buf- 
falo, N. Y., with headquarters at the Hotel Statler. 

June 26, 27, 28 and 29, 1929.—A. S. H. V. E.—The summer 
meeting of the American Society of Heating and Ventilating 
Engineers, to be held at Bigwin Inn, Lake of Bays, Ont., Can. 


September 3, 4, 5 and 6, 1929.—A. S. S. E.—The twenty-fourth 
annual convention of the American Society of Sanitary Engi- 
neering, to be held in Detroit, Mich., with headquarters at the 
Fort Wayne Hotel. 

COMING TRADE EVENTS 

March 9, 1929.—The annual banquet of the Master Plumbers’ 
Association of the City of Passaic, N. J., to be held at the 
Ritz Ballroom in that city. 

March 11, 1929.—The annual meeting of the Plumbing, 
Steam and Metal Salesmen of Maine, to be held at Dunscroft 
Inn, Dunstan, Me. 

March 12, 1929.—The annual banquet and dance of the Cam- 
den Master Plumbers’ Association, to be held at the Walt 
Whitman Hotel, Camden, N. J. 

April 1, 1929.—The annual dinner dance of the Association 
of Master Plumbers of the State of Maryland, to be held at 
the Lord Baltimore Hotel, Baltimore. 

April 1, 2 and 3, 1929.—The first annual Potomac States 
Plumbing and Heating Institute, to be held at George Wash- 
ington University, Washington, D. C. 

April 4, 1929.—-The annual dinner dance of the Knights of 
Galena, to be held at the Elks Club, Brooklyn, N. Y. 

April 11, 12 and 13, 1929.—The annual Spring outing of the 
Plumbing and Heating Club of San Francisco, Calif., to be 
held at the Sonoma Mission Inn. 

April 27 to May 11, 1929.—The ninth annual Chicago “Own 
Your Home” Exposition, to be held between Chicago avenue 
and Pearson street, east of Michigan avenue. 

April 29, 1929.-The Bay Counties Conference of Northern 
California, to be held at San Mateo. 

May 15, 1929. first trade practice conference of the 
Plumbing and heating industry, to be held at the William 
Penn Hotel, Pittsburgh, Pa. f 

June 24, 25, 26, 27 and 28, 1929.—The annual exposition of 
Plumbing, heating and allied products of the National Asso- 
ciation of Master Plumbers, to be held at the Broadway Audi- 
torium, Buffalo, N. Y. 

August 20, 1929.—-The annual outing of the Master Plumb- 
ers’ Association of the City of Passaic, N. J., to be held at 
Blatsberg’s Farm, Hawthorne, N. J. 
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“About FUEL - 


you will agree 


Sane 


— there is NO 
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he Electric Furnace-Man 


FTER ALL, it’s the fuel that’s the most important. 

Investigate! Make certain that you install no auto- 
matic home-heating system until you are convinced that 
the fuel it uses is absolutely safe. 
About ANTHRACITE you don’t need to have the slightest 
concern. Everybody knows it is safe. But we do ask you to 
thoroughly investigate the MODERN AUTOMATIC 
ANTHRACITE which is completely solving the heating 
problem of the home owner. 
Here is a scientific development that is worthy of your 
fullest confidence. Time-tested—no uncertainty about it. 
Its EFFICIENCY and RELIABILITY—proved beyond all 
doubt by thousands of installation records—will give you 
a new conception of heating comfort. 
AUTOMATIC ANTHRACITE is not the name of a prod- 
uct merely. It is more than this. It stands for a principle— 
a modern heating SERVICE above reproach and beyond 
comparison. It is not only the latest, but the ultimate, 
method for providing uniform heat with efficiency, clean- 
liness and safety. 





For every system—warm air, steam, vapor 
and hot water 


The name of the device which makes 
ANTHRACITE the MODERN AUTOMATIC 
FUEL is the ELECTRIC FURNACE-MAN. 
It burns Buckwheat or Rice sizes—feeds it 
as required to the firepot—consumes the 
—— gases as the coal is forced UP- 

WARD—converts all the fuel into useful 
UNIFORM HEAT—and, finally, removes the 
ash into a dust-tight container outside the 
furnace. There is no waste—no smoke, 
smudge or odor. It is clean, simple in opera- 
tion, and dependable. Can be installed in a 
few hours. 





Authorized Distributors in principal cities. 


Patented Product of 


DOMESTIC STOKER COMPANY 
Gillespie Bldg., Seven Dey St., New York 
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The handsome appear- 
ance of this tasteful 
1929 design harmon- 
izes admirably with 
the new Art Line and 
Colonial Style fixtures 
now being sold by 
leading manufacturers 





We would emphasize the many opportunities of making 
profitable*sales that will present themselves to jobbers 
who install this attractive model in their showrooms 


THE IMPERIAL BRASS MANUFACTURING COMPANY 
1231 West Harrison Street c—: CHICAGO 


Sales Representatives in All Principal Cities 
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NEWS FOR PLUMBING AND HEATING CONTRACTORS 








Massachusetts Convention to be Held in April 

The forty-sixth annual convention of the Massachu- 
setts State Association of Master Plumbers will be held 
April 1, 2 and 3, at the Hotel Statler, Boston. The con- 
vention will open with a banquet and ball on Monday eve- 
ning, April 1, and the convention sessions will start the 
next morning. The auxiliary will give a dance on Tues- 
day evening, April 2. 


® 
Make Plans for Pennsylvania Convention 


The thirty-fifth annual convention of the Pennsylvania 
State Association of Master Plumbers will be held at the 
William Penn Hotel, Pittsburgh, on May 21 and 22. The 
convention committee in Pittsburgh, consisting of the fol- 
lowing members: V. E. Warren, chairman; John H. 
Keane, W. A. Fritsch, John H. Clark, S. S. White, James 
A. McKissock, Mack Snively, W. R. Mikesell and George 
B. Stewart, is working hard on arrangements for the 
convention. 

Sales problems, modern business procedure, progressive 
methods of co-operation in better merchandising, modern- 
ization of homes, together with many other subjects vital 
to the uplift of the business, will be discussed. 

At a recent meeting of the board of directors it was de- 
cided to have a representative from the board, the officers, 
or a member of the membership committee, visit every lo- 
cal association in the state and invite all non-members, 
jobbers and journeyman plumbers in the vicinity to at- 
tend the meetings, to discuss the proposed amendment to 
the present plumbing code, which has been presented at 
the present session of the state legislature. A booklet, 
“Why You Should Be a Member of the Pennsylvania State 
Association of Master Plumbers,’’ has been sent out re- 
cently to all the members. 


Honor New York State President at Banquet 

George W. Frank, president of the New York State As- 
sociation of Master Plumbers, was the guest of honor at 
the annual reception and dinner of the Albany Master 
Plumbers’ Association held Thursday evening, February 
21, at the Ten Eyck Hotel, Albany, N. Y. Approximately 
125 master plumbers, wholesalers and manufacturers were 
present to hear the addresses and enjoy the festivities of 
the evening, which included a number of song and dance 
acts. Joseph O. Stapf, president of the Albany associa- 
tion, greeted the gathering, and introduced Peter Ruben- 
stein, of Albany, as toastmaster. 

George A. Reilly, corporation counsel, city of Albany, 
expressed gratification for the new construction in the 
city since 1922, and the appreciation of the city adminis- 
tration for the co-operation being given by the Albany as- 
sociation. -Hamilton Ward, attorney general of the State 
of New York, in speaking of the guest of honor, said: “I 
have known Mr. Frank for the past twenty-five years, and 
count his friendship one of the finest I have ever had.’’ 
Mr. Ward stated that the New York state association was 
not the only group of men to recognize Mr. Frank’s sterl- 
ing qualities, as Buffalo, the home city of both men, con- 
sidered him one of its most esteemed citizens. The 
speaker, in concluding, expressed his happiness at having 
the opportunity to be present on such an occasion. 

President Frank spoke on ‘‘The New York State Asso- 
ciation of Master Plumbers,”’ first acknowledging his deep 
appreciation for the honor extended him by the Albany as- 
sociation, and returning the compliments paid him by Mr. 
Ward. President Frank stated that the New York State 
Association of Master Plumbers was the largest trade or- 
ganization in the State of New York, that the present in- 
cumbents of office and members owe a debt of gratitude to 
the men who carried forward the work accomplished in 


Southern Master Plumber Has Attractive New Display 








4 ENRY E. LONGLEY of 


Pod 


Wilmington, N. Car., re- 
cently opened the attractive show- 
room shown at the left. This 
view of the showroom does not 
show how complete it actually is, 
but note the price shown on every 
fixture, and the light, airy at- 
tractiveness of the display. Mr. 
Longley, president of the North 





Carolina state association, and a 
past president of the National 
Association of Master Plumbers, 
is alive to the merchandising ef- 





forts necessary for the retailer 
in the industry to extend. 
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St. Louis, Mo., March 1, 1929. 

Dear Member:— 
Any industry that shows continuous 
improvements is still a young industry. 
We solicit your serious consideration 
of your importance in the business, as 
we want the public to think seriously of 
and believe in the question of sanitation 
as applied by our members. We want 
the legislative bodies, both national and 
state, to realize the importance of our 
work and the intricate problems in- 
volved in this highly specialized resi- 


At a considerable expense and con- 
centrated effort, we have issued a 48-page brochure in- 
tended to elevate our profession in the minds of our 





N. A.M. P. President Urges Convention Attendance 





dential and skyscraper period. Jere Sheehan, Jr. 


customers and others, through illustra- 
tive and descriptive matter indicating 
the progress of our industry. 

In sending you under separate cover 
this souvenir program for the forty- 
seventh annual convention at Buffalo, 
we comply with the resolution adopted 
at our last convention, relative to send- 
ing to our membership, copy of the prize 
essay, ‘Sanitation and Health.”’ 

We solicit your co-operation to make 
the national convention, to be held at 
Buffalo, June 25, 26 and 27, the success 
we anticipate for it, which can only be 
done by having a worthwhile repre- 
sentation of those engaged in our industry. 

Yours very truly, (Signed ) Jere Sheehan, Jr. 








the past, that the association has done much for the wel- 
fare of the various communities and has done more for 
New York State than any other organization. The speaker 
said that the position of the master plumber today is pe- 
culiar in view of the many changes taking place in the in- 
dustry. He cited the fact that production is ahead of con- 
struction and the use of materials, and gave the warning: 
“We must be prepared to take care of the production, in- 
stallation and selling of materials, or some one else will 
step in and deprive us of the work.”’ He further said that 
many fixtures, materials, etc., are going into public use 
through other channels and that it is up to the master 
plumber to see that they are distributed through the 
proper channels. The action taken with reference to trade 
practice conferences by the Central Supply Association at 
its recent Chicago meeting, was praised by Mr. Frank, 
who expressed the opinion that this represented a big step 
forward. 

Frank J. Fee, past national president, spoke on the 
scholarship work being done by the New York state asso- 
ciation, and the importance of sanitation to the nation. He 
said that the scholarship work was started and fostered 
by that organization, and that it is hoped that by 1930 five 
New York state men will be graduated with degrees in 
plumbing. Mr. Fee stated that New York state for years 
has led the country in the art of sanitation, and said: “‘The 
people of our country do not realize what the master 
plumbers have done and are doing for the advancement 
of sanitation in the United States and we must let them 
know that no one has done as much for society as we 
have.”’ 

Toastmaster Rubenstein introduced Fergus McLoughlin, 
first vice president of the state association. Mr. McLough- 
lin said that association work has its fruits and friendships 
and that he was deeply grateful for the help he had re- 
ceived from President Frank. Other speakers were Past 
State Presidents Thomas F. Nolan, Albany; John H. Mo- 
ran, Albany; B. Joseph O’Donnell, Syracuse, and State 
Treasurer John J. Dixon, of Brooklyn. Thomas F. Nolan, 
who is also a past national president, was the chairman 
of the committee responsible for the arrangements for the 
banquet. 


@ 

A. A. Andrews, plumbing and heating contractor at 264 
West Broadway, Waukesha, Wis., is building an addition 
to his store and office building in that city. The cost of 
the remodeling will be between $15,000 and $20,000. 


Announce Program for 


N. A. M. Pp, Convention 


LANS for the forty-seventh annual convention of the 
ee Association of Master Plumbers are rapidly 
nearing completion, and every effort is being made to 
draw a large crowd to Buffalo, N. Y., where the conven- 
tion sessions will be held on June 25, 26 and 27. The 
Statler Hotel, in that city, has been named as head- 
quarters for the delegates, and the exposition to be held 
in conjunction with the meetings will be located in the 
Municipal Auditorium. 

The complete program of the convention, which is pub- 
lished below, was first made public by the publication of 
a booklet entitled, ‘‘Sanitation and Health,’”’ by the na- 
tional association. President Jere Sheehan, Jr., and Sec- 
retary Ed L, Penfrase were in charge of producing the 
booklet, which is attractively bound in a white cover, on 
the front of which is a picture of Niagara Falls in three 
colors. Its purpose is both to interest master plumbers in 
attending the Buffalo convention, and in interesting home 
owhers, architects and builders in better plumbing and 
heating installations. It also includes the winning essay, 
based on ‘‘The Story of the Bath,’’ at the convention of 
the association held last June in Memphis, Tenn. This is 
in accordance to a resolution passed at that convention 
to the effect that the essay be distributed to members. 

The booklet is profusely illustrated, and carries out a 
plan of showing a comparison between ancient and 
modern forms of plumbing and heating. On each page 
are several photographs, and in a pale green, a drawing 
illustrative of the copy on the page. The subjects covered 
include a great many topics, showing the application of 
modern plumbing and heating to the needs of various 
types of buildings and homes, as well as pointing out how 
the health of the public can be protected by proper 
plumbing installations. 

In the back, the booklet gives details of Buffalo and its 
entertainment attractions, including photos of the leading 
hotels, the auditorium, the railroad station, Niagara Falls. 
parks and other places of scenic and historical interest. 
Photographs of the officers and the exposition committee 
of the national organization are also included, as wel! 
as pictures of the first president and vice president of the 
organization. A picture of the past presidents’ club is 
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published on the page giving historical information on 


the association, 


The program, 


10:00 a.m.—Meeting of board of 


as published in the booklet, is as follows: 
BUSINESS SESSIONS 
Monday, June 24 
directors, mezzanine 
floor, Hotel Statler. 
Tuesday, June 25 


10:00 a. m.—Opening session of convention, ballroom, Ho- 


tel Statler. 

Introduction of the national president, Jere 
Sheehan, Jr., by the president of the Buf- 
falo Master Plumbers’ Association. 

Call to Order—Jere Sheehan, Jr., president. 

song—‘‘America’’—Led by Kohlerand Stand- 
ard bands. 

Invocation— 

Address of Welcome—President of the Buf- 
alo Master Plumbers’ Association. 

Welcome to Buffalo—Frank X. Schwab, mayor 
of Buffalo. 

tesponse to Welcome—John A. Quinn, vice 
president of National Association of Mas- 
ter Plumbers. 

Address of Welcome—Mrs. William Dechert, 
president of Buffalo Women’s Auxiliary. 
Response to Welcome—Mrs. E. D. Hornbrook, 
president of the Women’s Auxiliary to the 
National Association of Master Plumbers. 
Introduction of Manufacturers—The guests 

of the convention—Jere Sheehan, Jr. 

toll Call of Past Presidents and Charter 
Members—A. C. Eynon, secretary of Past 
Presidents’ Club. 

Appointment of convention committees. 

teading of communications and resolutions. 

Preliminary report of credentials committee. 

teport of national chairman of convention 
and exposition committee—George H. Drake. 

Report of scholarship committee—Frank J. 
Fee, chairman. 

Report of apprenticeship committee—John J. 
Shanahan, chairman. 


10:00 


10:30 


11:00 


12:00 


12:30 


—_— 


“00 


§:00- 9:00 








Neaher & Roosa, [nc., 
Detroit Plumbers, Say: 


‘‘We want you to know 
that we are very well 
pleased with our past 
experience with Ever- 
Hot Heater business. 
Without exception the 
EverHot makes good 
friends. 


‘‘We are very well satis- 
fied with your ‘Plumber 
Policy’ and with your 
product. We say frank- 
ly, ‘EverHot is increas- 
ing our volume.’ ” 











CverHot Heater Co. 


Detroit, Michigan 
Branches and Sales Offices in 6] Cities 
in United States and Canada 
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Report of President—Jere Sheehan, Jr. 


p. m.—Adjournment. 


a. 


p 


Dp. 
. ia 


a. 


In. 


p. m.— 


“epee 1897 








~Report of standardization committee— 


-Report of educational committee 


Wednesday, June 26 


a. m.—Opening of second business session, ballroom, 


Hotel Statler. 
Report of 
Quinter, chairman. 


conference committee—Fred W. 
(George 
H. Drake, chairman. 


Report of treasurer—A. C. Eynon, national 
treasurer. 
-Report of secretary Kk. L. Penfrase, national 


secretary. 

Albert C. 
Dibble, chairman. 

Report of board of directors 
vice president. 

Report of Plumbing and Heating 


John A. Quinn, 


Industries 
Bureau —Russell G. Creviston, general man- 


ager. 


~Review of educational progress for 1928 and 


1929 
dustrial relations, Carnegie 
Technology, Pittsburgh. 


Dean C. B. Connelley, director of in- 
Institute of 


Report of resolutions committee. 
Adjournment, 


oy ld 


Thursday, June 27 
Opening final business session, ballroom, Ho- 
tel Statler. 
Report of memorial committee. 
kFinal report of credentials committee. 
Report of auditing committee. 
Unfinished business. 
Nomination of officers. 
jalloting for officers. 
Invitations for 1930 convention. 
Adjournment sine die. 
ENTERTAINMENT 
Monday, June 24 
Reception of delegates at depots, docks and 
airport by committees and bands. 
Dinner dance in main dining room of 
Statler. 


Hotel 


EHNSANIGAR 




















Lu THE QUALITY GOODS 1929 — 

















Fig. 
Patented in U.S., Canada and Foreign Countries. 


118 |No., 5 


34-inch Compound Injector. 








—————- 


The Dehn Automatic Water Softener makes 
possible pure, soft water, free from all sed- 
iment and other germ containing particles. 


Install Dehns for better health. Your jobber 
will show you a Dehn Water Softener. 


tee: 1897 


COMPOUND INJECTOR & SPECIALTY COMPANY 
419-421 D. North Laramie Avenue, Chicago, Illinois, U. S. A. 


Originators, designers and sole manufacturers of 


EHNSANIGAR 


THE QUALITY GOODS 
sas ieneeeemennnmenmnrimnanntatiinthtitarntaiacaainanenenianiall 


1929 
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i i a 
SIMPLIFIED VAPOR HEAT 


N ECONOMICAL heating system operating 
under positive control at two ounces boiler 
pressure. Easily designed and installed by any 
competent heating contractor from data fur- 


nished free in THE HUTCHISON FITTER. 


Hutchison Regulator 


Sales Corporation 
4306 —~- 36 Street Long Island City, N. Y. 







HUTCHISON SYSTEM 
LLP PI 


for ALL Tube Type Radiators 


The most complete stock on the 
market—ready for immediate ship- 
ment from principal cities. Use this 
strong, simple, one-bolt hanger. It 
pays to insist on the E-Z. 


HEALY-RUFF CO. 


770 Hampden Ave. Se. Paul, Minn. 


\ 


4 lire 7 | f 


4 















Installing a sig- 
net Floor Drain is 
not only an easy 
job for you and 
provides you witha 
new source of profit 
. but itrequiresnoserv- 
ice and protects your 
customer against floods, sew- 


Yi our age, gas and insanitation. 
CRAMPTON-FARLEY BRASS Co. 
Jobber A 


Kansas City issouri 




















MISTER PLUMBER 


BLACK BRONZE 
GALVANIZED SEAT 


ALL BRASS 


Only the Best and at 
the Lowest Prices. 





Write for Samples and Prices 









42 W. 27th ST. I Sonera }| NEW YORK 
SPECIALTIES 
\ Se | BRASS GOODS —— 4 





7 


8:00-12 


5:00- 6 


6:00- 9 


~] 


700 


:00 


700 


"00 


730 
700 


[00 


“00 


“00 


p. m.—Past Presidents’ Club dinner in special din 
ing room on mezzanine floor, Hotel Statler 

p. m.—Exhibitors’ dinner in special dining room on 
mezzanine floor, Hotel Statler. 

p.m.—Reception and entertainment in ballroom 

Hotel Statler. 
Tuesday, June 25 
Serenade by Kohler and Standard bands, Ho- 
tel Statler. 

p. m.—Luncheon for the ladiesinthe Terrace Room. 

p. m.—Parade from convention headquarters at Ho- 
tel Statler to exposition headquarters at 
Broadway Auditorium. Led by Kohler and 
Standard bands. 

p. m.—Announcement of winner of prize essay con- 
test, and reading of winning essay on “The 
Use of Water for the Benefit of Mankind.” 

p. m.—Motion pictures, sales talks and displays by 
educational committee—C. W. Wanger, 
chairman, in educational room, Broadway 
Auditorium. 

p. m.—Concerts by Kohler and Standard bands 
Broadway Auditorium. 

p.m.—Dinner dance in main dining room, Hote! 
Statler. 

p. m.—State presidents’ dinner in special dining 
room on mezzanine floor, Hotel Statler. 





pee) 
os 
ee 


8:30 p. m.—Musicale and card party for ladies in the 


ballroom, Hotel Statler. 


9:00-12:00 p. m.—Athletic stag for delegates, members and 


9:00-10:00 
10:00 
12:00 
1:00- 3:30 
3:30- 4:30 
3:30 
5:00- 6:00 
6:00- 9:00 
8:00° 
9:00-10:00 
3:30 
6:00- 9:00 
8 :00-12:00 
9:00-10:00 


10 


“O00 


exhibitors, Elmwood Auditorium. Tickets 
for this event will be distributed at the 
company’s booth at the exposition hall. 

The last two numbers by courtesy of Crane 
Company. 

Wednesday, June 26 

a. m.-—Serenade by Kohler and Standard bands, Ho- 
tel Statler. 

a. m.—Ladies will assemble at Hotel Statler and 
board automobiles for tour of parkways, 
parks and boulevards, ending at clubhouse 
of Automobile Club at Clarence, N. Y. 

m.—Luncheon for ladies at the clubhouse. 

p. m.—Bridge party for the ladies at the clubhouse. 

p. m.—Return trip of the ladies, by automobiles, to 
Hotel Statler. 

p. m.—Motion pictures, sales talks and displays in 
educational room, Broadway Auditorium. 

p. m.—Concerts by Kohler and Standard bands, 
Broadway Auditorium. . 

p.m.—Dinner dance in main dining room, Hotel 
Statler. 

p. m.—Busses will take delegates and guests, includ- 
ing the ladies, from Hotel Statler to the 
pier at foot of Commercial street, to char- 
tered steamer fortripon Lake Erie. A ecal! 
will be made at Crystal Beach, where a 
modern amusement park is located, and 
where bathing and other forms of recrea- 
tion may be enjoyed. On the return trip the 
boat will leave the beach about 11:30 o’clock. 
A buffet lunch will be served on board. 
Dancing en route. Busses will meet the 
boat for return to Hotel Statler. Trip by 
courtesy of the Buffalo Jobbers’ Association. 

Thursday, June 27 

a. m.—Serenade by Kohler and Standard bands, Ho- 
tel Statler. 

The afternoon will be free for the delegates 
to attend the Exposition at the Broadway 
Auditorium. Busses will operate daily be- 
tween Hotel Statler and the exposition hall 

p. m.—Motion pictures, sales talks and displays in 
educational room, Broadway Auditorium. 

p.m.—Dinner dance in main dining room, Hote! 
Statler. 

p. m.—President’s ball, ballroom, Hotel Statler. 

Friday, June 28 

a. m.—Serenade by Kohlerand Standard bands, Ho 
tel Statler. 

a.m.—Delegates and guests, including the ladies 
will board special trains on Court street 
one block southeast of Hotel Statler (Gen 
esee street exit), for trip to Niagara Falls 
and through the Great Gorge of the N! 
agara. Tickets for the trip will be distrib- 
uted at the company’s booth at the exposi- 
tion hall. Courtesy of American Radiator: 
Company. 
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B JSINESS executives and pro- 
fessional men are quick to see 
the desirability of an office 
which ts free from dust, smoke, 
drafts. Theadvantages of work- 
ing in an atmosphere that 1s 
clean, invigorating and con- 
stantly comfortable in temper- 
ature are obvious. 


They are attracted, therefore, 
to offices equipped with the 
Univent—because the Univent 
makes these ideal conditions 
possible. Windows may remain 
shut . . . the Univent draws 
fresh air directly from out of 
doors; cleans it; warms it 
when necessary; circulates it 
gently and silently to every 
corner of the room. 
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*Christodora House. . 


SS — make the difference 
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. equipped with 





VENTILATION 


Manufactured only by THE HERMAN NELSON CORPORATION, Moline, Ill. +” ot obligation, your book 


Builders of Successful Heating and Ventilating Equipment for Over 20 Years 








BELFAST, ME, PHILADELPHIA SAGINAW TOLEDO 
BOSTON WASHINGTON,D.C. FLINT INDIANAPOLIS 
PROVIDENCR SCRANTON DETROIT CHICAGO 

NEW YORK CITY PITTSBURGH CLEVELAND DES MOINES 
UTICA CHARLOTTE, N.C. COLUMBUS MILWAUKEE 


BUFFALO GRAND RAPIDS CINCINNATI GREEN BAY 


MINNEAPOLIS 


2 Salesand Service 
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There are no drafts—no flutter- 
ing papers. Disturbing noises 
from the outside world are sub- 
dued. The 4 o'clock let-down 
becomes a thing of the past. 
Minds are alert—efliciency re- 
mainsata high levelallday long. 
Heating engineers, architects, 
business men, building manag- 
ers, school executives every- 
where endorse the Univent as 
the most simple, flexible and 
economical system of ventila- 
tion known. Mail coupon for 
book of facts. 


¢ + ® - 
*Christodora House, New York, N.Y. Ps 
Henry C. Pelton, Architect Yd 
New York, N.Y. a T 
- HE 
Clyde R. Place, #4 E. , 4 HERMAN 
New York, N. Y. ” NELSON 
"CORPORATION 
Moline, Illinois 


oe” 
a Please send, without cost 
Ps No. 23 explaining Univent 
°* ~=s- Ventilation. 
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DULUTH EMPORIA SPOKANE 
ST. LOUIS KANSAS CITY PORTLAND 
BIRMINGHAM OMAHA SEATTLE 
ATLANTA DENVER VANCOUVER 
MEMPHIS SALT LAKE CITY TORONTO 

SAN FRANCISCO DALLAS WINNIPEG, MAN, 
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This Great New Six-Cylinder 


1’ Ton Truck—*545 
















‘Ohassis only f.0.b. factory 
Flint, Michigan 
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Illustration¥shows screen side body 
mounted on:Chevrolet 1'2-ton chassis 
with cab. 


32% more Power 


7 inches more 
Wheelbase 


Economy equal to 
its 4-Cylinder 
Predecessor 


Greater Speed 
50% more Capacity 
4 Speeds Forward 
4-Wheel Brakes 


Ar a price of $545, the new six-cylinder 12 Ton Chev- 
rolet Truck makes available a dollar-for-dollar value that 
has never been duplicated in the commercial car industry! 


Its new six-cylinder valve-in-head motor provides a power 
increase of 32%. It accelerates faster in every gear. It 
operates smoothly and quietly. And its fuel-economy and 
cost of maintenance are fully as low as those of its famous 
4-cylinder predecessor! 


Combined with this increased power and finer perform- 
ance are a wheelbase of 131 inches and a rugged 189-inch 
frame — providing a carrying capacity of 1/4 tons, with 
load space up tog feet. Throughout the entire chassis are 
found basic improvements that contribute to its outstand- 
ing performance, economy and safety: perfected four- 
speed transmission . . . ball bearing steering mechanism 
- . . powerful, quiet 4-wheel brakes, with independent 
emergency brake . . . and a completely equipped instru- 
ment panel! 


Investigate this remarkable truck—extremely depend- 
able and economical, it is ideally fitted for your business! 


114 Ton Chassis, $545 114 Ton Chassis (with cab) $650 Light Delivery Chassis, $400 
Sedan Delivery, $595. All prices f. 0. b. factory, Flint, Michigan 


CHEVROLET MOTOR COMPANY, DETROIT, MICHIGAN 
Division of General Motors Corporation 
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Master Plumbers’ Association of St. Louis Holds 


Technical Conference 

Realizing that the progress of the industry requires 
those engaged in the plumbing trade to keep pace with 
advancement, the educational committee of the St. Louis 
Master Plumbers’ Association, with the co-operation of 
The David Rankin, Jr., School of Mechanical Trades, of St. 
Louis, arranged a two-day technical conference at the 
Rankin School, February 19 and 20. The promoting fac- 
tors of the conference were Louis Fink and C. Burgess, 
of the educational committee, and George B. Rodenheiser, 
head of the plumbing department of the school, as pro- 
gram advisor. They strove to make this initial confer- 
ence educational and beneficial to the trade. In spite of 
the handicap of bad weather conditions, a satisfactory rep- 
resentation was in attendance. The registry showed fifty- 
one St. Louis masters, five St. Louis County masters, eight- 
een journeyman plumbers, ten supply house representa- 
tives, and forty students of the day plumbing classes of 
the school in attendance for the two days, a total of 124. 

From the discussions on the various subjects, and the 
comments at the close of the sessions, the affair proved 
itself successful, and the educational committee is con- 
sidering the groundwork of a future conference. Notable 
among those attending were men well known in national 
and state association work, including Jere Sheehan, Jr., 
national president; L. McNamara, past national president; 
Edward Monteith and J. F. Corrigan, state association 
officials. 

The conference opened Tuesday, February 19, with 
Louis Fink as chairman. He introduced O. H. Turner, 
superintendent of the Rankin School, who outlined the be- 
ginnings of the school and the history of its founder, with 
mention of those who aided financially, as well as those 
under whose direction the school developed. Mr. Turner 
ended his address by offering all the facilities of the school 
that could aid in making the conference successful. George 
B. Rodenheiser, head of the Rankin School Plumbing De- 
partment, gave a short talk on the purpose of the confer- 
ence, as well as on the hopes of the committee in pushing 
such an activity. 

Jere Sheehan, Jr., president of the National Association 
of Master Plumbers, forcibly stated that conferences simi- 
lar to this should be continued. Mr. Sheehan went into 
the various changes the plumbing trade had undergone 
during his lifetime at the trade. He made mention of the 
technical character of the trade at present, as compared 
to the free and easy, almost slipshod, manner of the past. 
His address was a rapid review of many phases of the in- 
dustry, such as color of fixtures, extra bathrooms, chang- 
ing habits of people, sales possibilities, association work, 
manufacturers’ aid, and the educational work of the na- 
tional association. 

R. F. Helmkamp, engineer for the Air Reduction Sales 
Co., gave a lecture on ‘‘Welding for Plumbers.’’ He cov- 
ered the subject thoroughly, and discussed the welding of 
all kinds of material. He supplemented his lecture with 
lantern slides. After the lecture, Mr. Helmkamp and his 
assistants demonstrated in the school welding shop the 
various welds and cuts, as well as practical welding equip- 
ment for the plumber. 

The afternoon session was taken up with the subject of 
steel pipe. W. C. Moser, field engineer of the National 
Tube Co., exhibited the company’s moving picture, ‘‘Manu- 
facture of Steel Pipe.’’ E. L. Chappell, engineer of that 
company, lectured on ‘‘Corrosion in Hot and Cold Water 
Lines.’’ In his subject, Mr. Chappell covered the effects 
of the different waters abounding in the United States. 
Oxygen, the great corrosion factor, was duly lectured 
upon, with explanations as to methods of ridding the 





DOMESTIC ENGINEERING 139 


I 
» UNCONDITIONALLY 
: GUARANTEED 


TRADE MARK 


STEEL 
TANKS 





PNEUMATIC—STORAGE—SPECIAL 


Black or Galvanized 


The Novelty Steam Boiler Works Company 


Clare and Kloman Streets Baltimore, Maryland 









Get all the details on Duro, the most complete and 
profitable line of water softeners, electric water 
systems, filters and septic tanks on the mar- 
ket. Write for new Duro Catalog and 
Price Sheet and details on the 
Duro Finance Plan which 
means more sales and 
profits for you. 


THE DURO COMPANY 
70 Monument Ave, 
Dayton, Ohie 
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»\ Line up with DURO~the live one 

































r - = No. 250 Fresh Flow 
Duro Rapid-Flow Water Systems - Water Softeners Shallow Well Water 
Water Softener — System. 








BULLARD 


4$444444444 


Bullard Roof Flashing 
sales are constantly on 
the increase ——- ample 
proof that not only old 
users keep re-ordering 
but that new ones are 
always learning of their 
superiority. 





Made from the finest 
virgin metals, fit any 
roof, last a lifetime. 


* Your jobber has them 
+ 
+ THE BULLARD SPECIALTY COMPANY 


TIFFIN, OHIO 
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+ 44444444444 















THE PIPE 
MASTER 


Many a plumbing contractor 
who now has the No. 30 Pipe 
Master wonders how he ever 
did without it. The Pipe 
Master makes your work 
easier and better. It is easy 
also to try one out. Just 
write us about our free trial 
offer. 


Spencer Regulator 
0. 
SALEM, MASS. 
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Youll tind More bathing Space 
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PEAUTY. Style and Quality have not been impaired to 


obtain this additional bathing space. 


ONE INCH WIDER INSIDE—FLAT BOTTOM— 
LESS SLOPE and the bathing space in a Minerva bath 
makes a difference. You get lots more bathing space at 


no additional cost. 


(/SANVAA Acid-Resisting Enamel can be furnished and 
if you prefer there are twelve colors from which you can 


make a selection. 


Tnite? States Sanitary NYG. 


PITTSBURGH, PA. 
New York Chicago Kansas City, Mo. Philadelphia 


Boston 








Mention Domestic ENGINEERING when writing advertisers. 
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water of it. This subject was discussed before the session 
closed. 

A. C. Shaver, commercial research engineer of the Soil 
Pipe Association, opened the Wednesday morning session 
with a talk on soil pipe,.and its ability to withstand such 
conditions as exist in sanitary wastes and vents. He spoke 
at length on his field research work in St. Louis and other 
large cities. W. B. Neal of the Somerville Iron Co. showed 
his moving picture illustrating the ‘‘Manufacture of Soil 
Pipe.’’ It followed the whole process from ore to finished 
product. Mr. Neal then showed the latest addition to the 
soil pipe line, one and one-half inch soil pipe, which can 
be caulked or threaded. 

Through the courtesy of The Duro Co., A. B. Cline 
talked on water softeners. He covered many points, such 
as, why one needs a softener, how they work, cost of op- 
eration, and the possible methods of sale. During the re- 
cess period, Mr. Cline and his water softener demon- 
strators were the center of attraction. The afternoon ses- 
sion was opened with Joseph R. Knapp of the Standard 
Sanitary Mfg. Co. showing the company’s film on the 
‘Manufacture of Enameled Iron and Vitreous China Fix- 
tures.”’ It was comparable to a trip through the com- 
pany’s vast plants. ‘‘Copper Tubing in Plumbing’’ was 
the subject taken up by George B. Rodenheiser. Prelimi- 
nary work in the form of tension tests on a wiped joint 
on extra heavy lead pipe, a wiped joint on %-inch copper 
tubing, and a section of copper tubing with a compression 
coupling fitting inserted, were made before the conference 
members in the school’s science laboratory. The tests 
were run on a Riehle test machine of 100,000 pounds ¢ca- 
pacity. Mr. Rodenheiser covered the use of copper tubing, 
not only as a material for water services, but also as a ma- 
terial for the water distributing system of the building. 

Chairman Fink called for comments from the floor con- 
cerning the conference as a whole. The comment was 
wholly favorable as to the conduct of the conference, the 
speakers, and their subjects. The feeling prevailed that 
work of this type should continue. 


© 
Appointed Washington Heating Secretary 


W. Stecher, formerly superintendent of the heating de- 
partment of W. G. Cornell Co., Washington, D. C., branch, 
has taken over the office of secretary of the Heating 
and Piping Contractors Washington Association and has 
made his headquarters at 710 Fourteenth street, North- 
west. 


* 
Hold Annual Banquet at York, Pa. : 


The eighth annual dinner and dance of the York (Pa.) 
Master Plumbers’ Association was held Thursday, Feb- 
ruary 14, at the Alcazar Ballroom in that city. The 
room was attractively decorated, and tables were set to 
take care of 300 or more. The guests of the association 
were: Mayor and Mrs. Jacob Weaver of York; M. B. 
Pormon, Howard Eyster and C. R. Jacobs, all members 
of city council; James Sacrist, plumbing inspector; Chris 
Bachofer of Reading, state secretary; William G. Logan 
of Harrisburg, past state president; James H. Lutz, Jr., 
of Harrisburg, past state president; Harry Hammersla, 
past state secretary; and a large delegation from Reading, 
Harrisburg, Lancaster and other nearby towns. 

The address of welcome was made by James Simmons, 
followed by a brief talk by James H. Lutz, Jr., after 
which Mr. Troutwine introduced the guests of the eve- 
ning. Brief talks were given by Mayor Weaver and 
Messrs. Bachofer, Logan, Hammersla, and C. R. Jacobs. 
The president of the association, C. W. Brown, also made 
a few brief remarks. The entertainment committee was 
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Waste 
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Simplex Gate ; 
Valve Trip Waste The Simplex Trip Waste, Gate Valve 
No. 1600 Action, is simple, positive and will not 
seep. No parts to get out of order. Gives 
full opening in waste from tub. Two-inch 
Upright Barrel and 14-inch waste arm 
and spud All joints are metal to metal 
screw joints. 








ee Your jobber can get immediate delivery 
VIT. CHINA STRAINER if he does not stock the Simplex Trip 
Waste. 


The STEBBINS-RICH BRASS MFG. CO. 


Manufacturers of 


Water Works—Apex Brass Goods 
Simplex Copper Joint Coupling 


6723 Denison Ave. 3 Cleveland, Ohio 














“MIDLAND” $42 M42 ROOF FLASHING 





MIOLANO WETAL MANUTACTURING CO 
RAROLe OFTy BOBO Rn 





Uniform as Silver Dollars 


There's no more difference between any two 
Midland All Lead One Piece Roof Flashings 
than there is between two silver dollars, fresh 
from the mint. 

Every Midland is made under the exact same 
conditions, in the exact same process and from 
positively uniform soft, virgin lead. 


Order them from your jobber 


Midland Metal Mfg. Co. 

Kansas City, Mo. and *Newark, N. J. 

*Newark plant manufactures roof flashings only. 
BEWARE OF IMITATIONS 


Look for the yellow label and 
Midland name on every flashing 
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AN AVIATOR’S VIEW OF OuR BUILDINGS 








The Largest Exclusive Plumbers 
Tank Fittings Plant in the World 





No. 20 Double Action Lever 


Levers 
Ball Cocks NR Aco Valves 











Spuds 





No. 75 Silent 
Ball Cock} 


No. 201 
Flush Valve 





No. 10—Sanitas Spud 


May we send you our Latest Catalogue? 


THE INDIANA BRASS COMPANY 
FRANKFORT, INDIANA 


REPRO CEPZOCR PRICE PROGR PROGR AK PROGR PO GEN PORE PORN POG x9 


Mention Domestic ENGINEERING when writing advertisers. 
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composed of F. W. Behler, chairman, C. F. Troutwine, 
P. H. Smith, James Simmons and Frank Hoffman. 

Mrs. George Pickings and Mrs. M. C. Lanius, former 
presidents of the local auxiliary, were presented with 
flowers as a token of appreciation of their efforts. A 
baseball player, made of sweet peas and roses, with a bat 
over his shoulder, was presented to the York associa- 
tion by the Reading association, as a token of the former 
having won the championship between the two baseball 
teams. 


* 
Michigan Chapter Holds Regular Meeting 


The regular monthly meeting of the Michigan Chapter 
of the American Society of Heating & Ventilating Engi- 
neers was held recently at the Detroit Edison Co.’s main 
office building. The Detroit Edison Co. was host to nine- 
ty-five members and guests, serving a delectable dinner, 
and furnishing unusual entertainment, as well as provid- 
ing the speaker of the evening. 

The speaker was J. W. Parker, chief engineer of the 
company, who spoke on ‘‘Meeting the Demands of a Great 
Industrial Community.’”’ Mr. Parker gave an interesting 
discussion of several phases of his work, including the de- 
scription of transmission lines, both overhead and under- 
ground, power plant and sub-station equipment and the 
extension of lines both industrial and domestic. 

After Mr. Parker’s address, E. E. Dubry took charge 
of the meeting and presented a unique and interesting di- 
version from the ordinary form of entertainment. Per- 
haps the most novel part was the kiddie car polo match 
between the architects, engineers, contractors and sales- 
men. The salesmen’s team, captained by William G. 
Boales, won the match. 

This is the second year that the Detroit Edison Co. has 
been host to the Michigan chapter, and all members sin- 
cerely appreciated the hospitality. 


- 


To Conduct Essay Contest at Indiana Convention 

The thirty-third annual convention of the Indiana So- 
ciety of Sanitary Engineers is to be held at the Hotel 
Oliver, South Bend, Ind., on March 11, 12 and 13. 

As an added attraction to the convention this year, the 
society is conducting an essay contest among the South 
Bend school children, the subject of the essay being, ‘‘Sani- 
tation.’”’ Cash prizes are to be awarded the three best es- 
says in three classes of students, and a flag is to be pre- 


sé 








Top row: C. R. Gunther of Abram Cox Co., George C. Rose of 

Western Metal Specialty Co., M. L. Gold of Leader Speciaity 

Co. Bottom row: L. Schaefer, KR. Tank, A. Schaefer and J. 

Patek, all of Milwaukee. Photos taken at the recent conven- 
tion of the Wisconsin Master Plumbers’ Association 
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A new CABIN 


with a NEW conception 
of Design and Construction 








PATENT PENDING ~ CAB I NETS 
Corcoran Cabinets are the original 


One-Piece Steel Cabinets. 
No seams—No welded jointsa—No 


raw edges. 


The First Truly One-Piece 
CABINET ---- 


Now for the first time—Corcoran Bathroom Cabi- 
nets with rounded corners inside and out, provide 
perfect harmony with other bathroom equipment, 
at the same time affording real sanitation and cleanli- 
ness through actual one-piece construction. Cor- 
coran Cabinets are drawn from one continuous piece 
of steel, an impenetrable barrier against the deterio- 
rating effect of wall moisture and corrosion. This 
is one of many exclusive features of Corcoran con- 
struction. Nineteen models available in full Vene- 
tian mirror door and Colonial Mirror and regular 
insert type Cabinets. Master Plumbers who are 
placing Corcoran Cabinets in their show rooms find 
it the easiest cabinet to sell their customers because 
of its clearly visible superiorities. These men are 
making real profits. Why not you? 


THE CORCORAN MFG. COMPANY 


NORWOOD 





INSERT CABINETS 
Style No. 40 and 400 


One of many popular models 
in the regular insert type 
cabinet. Same one-piece 
construction as Venetian 
mirror type—no cracks—no 
seams—no welded jointe— 
no raw edges. 





No cracks 
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CLOVERNOOK 


One of the many exclusive styles—one- 
piece construction throughout. Con- 
tinuous piano type hinge, will not sag or 
warp. Fitted with bulb edge glass 
shelves notched in place, yet easily 
removed for cleaning-—an exclusive fea- 
ture. Heavy brass spring catch——positive 
in action Door catch designed to 
cushion door action. Special device per- 
mits 90 degrees opening and prevents 
mirror breakage. All accessories heavily 
nickeled. Lustrous enamel finish 





CORCORAN 


one piece 
Steel Bathroom 





CINCINNATI, OHIO 


Corcoran Cabinets are sold through job- 
bers only. Distributors who are equipped 
to handle this superior line in available 
territory, will be interested in the details 
of a proposition with unequalled possi- 
bilities for profits. Write at once 


| Corcoran Mfg. Company, Dept. DE 


| Gentlemen: 


| We are interested in Corcoran One-Piece 
Steel Bathroom Cabinets. Kindly send cata- 
| logue and full details. 

| Name 

| Address 

» City yessvedeeds State.. 
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“EAFCO” 


RANGE BOILER STANDS 














The “Eafco” Range Boiler 
Stand will save you many a 
minute during installation and 
assure you that the boiler will 
set firmly and permanently. 
It is easily adjustable {to [any 
height. 


Be sure to look for the 
name on the base, when 
buying from your jobber 





















‘wa! MS LOR A, 


The EASTERN FOUNDRY COMPANY 


Main Office and Factory: Boyertown, Penna. 


Philadelphia Office: 940 DREXEL BLDG. 
New York Office: 50 CHURCH ST. 


Boston Office: P. O. BOX 63, CAMBRIDGE, MASS. 
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No Grease Cups to Fill 


One filling of the crank case of the 
Alamo Dorward Rotary Power Head 
will last from three to six months. 


Ask us—or your jobber 


ALAMO ENGINE COQ. 


Hilisdale ‘ + 























sented to the school whose students produce the most es- 
says. Awards will be made at the convention. 
The following is the program for the convention. 


Sunday, March 10 
6:30 p. m.—Conference, officers of local associations. 
Monday, March il 

10:00 a. m.—Registration of delegates. Board of directors’ 
meeting. 

1:30 p. m.—Convention convenes. Invocation, the Reverend 
Elmer Ward Cole. Address of welcome, Mayor Chester R. 
Montgomery. Response to welcome, A. J. Weinhardt. Ad- 
dress of welcome, Ladies’ Auxiliary. Response to welcome. 
Mrs. J. A. Diggle. Address, E. M. Morris, president, South 
Bend Chamber of Commerce. Convention called to order by 
President Arthur Lahr. Roll call of delegates. Appointment 
of reading clerk. Appointment of committees. Announce- 
ment of awards in South Bend essay contest. Judges, Miss 
Netta Burt, Miss Ida M. Anderson, Sidney Whipple, Eli See- 
birt. Reading of prize winning essays. Address by Miss 
Ida M. Anderson, Plumbing & Heating Industries Bureau. 
Report of delegates to national convention. Report of secre- 
tary-treasurer. Report of president. Introduction of resolu- 
tions. Discussion. Announcements. Adjournment. 

Tuesday, March 12 

9:30 a. m.—William F. Hildeman, representative of the Na- 
tional Association of Master Plumbers. 

10:00 a. m.—G. K. Wells, state supervisor of industrial edu- 
cation, “Apprenticeship Training Program.” 

10:30 a. m.—C. W. Wanger, Woodward-Wanger Co., ‘“Mer- 
chandising and Selling for the Plumber.” 

11:00 a. m.—Dr. William F. King, secretary, state board of 
health, “Indiana Plumbing Rules and Regulations.” 

11:30 a. m.—Report of resolutions committee. Discussion. 
Announcements. Adjournment. 

12:00 Noon—Zone luncheons. 

1:30 p. m.—Greetings from representatives of Midwest asso- 
ciations. 

2:30 p. m.—Report of Victor L. Peavy, state field manager 

3:00 p. m.—Report of auditing committee. Report of cre- 
dentials committee. Report of legislative committee. Intro- 
duction of resolutions. Discussion. Announcements. 

Wednesday, March 13 

9:30 a. m.—Representative, state credit association. tepre- 
sentative, state journeyman’s association. 

10:00 a. m.—Frank R. King, Wisconsin State Sanitary En- 
gineer, “The Wisconsin Code as a Health Measure.” 


10:30 a. m.—Russell G. Creviston, manager, Plumbing and 
Heating Industries Bureau. Discussion. Announcements. 
Adjournment. 


1:30 p. m.—Communications. Report of nominating com- 
mittee. Unfinished business. Report of resolutions commit- 
tee. Introduction of resolutions. 

3:00 p. m.—Memorial service. 

3:30 p. m.—Election of officers. Selection of convention cits 
Adjournment. 


© 
| Oranges Masters Hold Ladies’ Night 


Addressing a large, representative gathering on the 
occasion of the annual banquet and ladies’ night of the 
Master Plumbers’ Association of the Oranges, held re- 
cently at the Women’s Club, East Orange, N. J., William 
N. Chesnut, president of the New Jersey state association, 
once again paid a tribute to the women’s auxiliary for 
the scholarship work which it is doing, and remarked that 
banquets go a long way toward making lasting friend- 
ships among those engaged in the plumbing and heating 
industries. Mrs. Fred W. Hoffman, president of tlie 
Women’s Auxiliary of the Oranges, spoke on the aid the 
auxiliary is endeavoring to render the master plumber. 

An American Flag was presented to the association of 
the Oranges by the members of the North Hudson body. 
A. C. Krieger made the presentation address, in which 
he recounted the principles for which the flag stands. 
George Brenner, president of the Oranges organization, 
responded. 

Among the other speakers were Mrs. Charles J. Samuel, 
president of the state auxiliary, and Harold Thompson, 
New York manager of the Oster Mfg. Co., Cleveland, Ohio. 

The committee responsible for the affair, was composed 
of A. T. Brady, chairman, and A. G. Trapper. 
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The REFLECTION 
of @ UALITY 


HE PICTURE above is a portion of the ten rows 
of polishing lathes in the Sloan Valve Company’s 
Polishing Room, one of the largest in the country. 





In a plant devoted exclusively to flush valves, the size 
of this Polishing Room 1s all the more remarkable, and is 
accounted for not only by a large volume of business, 
but by the infinite care that is used to produce flawless 
flush valves. 

This explains why users of ROYAL, MARINE and 
GEM Valves do not have to apologize for their appear- 
ance and why they bring credit and prestige to anyone 
advocating their use. 


SLOAN VALVE CO.—CHICAGO 


Branches in All Principal Cities 











Mention Domestic ENGINEERING when writing advertisers, 











BUSINESS REPORTS FROM 


APRKE TS 





LARGE JOBBING CENTERS 








Brass Pipe Prices Are Advanced 


HE rate of turnover in wholesalers’ stock continues no better than fair in most of the leading .jobbing 


’ . - Pe j Be , i ane ~ [. -P Ty. , 
centers and, while the customary first of the month buying by master plumbers occurred, it was not 


heavy enough to lift distributors’ volumes to the level enjoyed a year ayo at this time. I holesalers in a sensi 


have experienced a greater suspension in buying activity than have manufacturers, as the numerous advances 


mt producers’ prices since the first of the year have made it good business for jobbers to contract for their 


° } : rT vwabe } ] AAR webe ] , . such ’ 
future needs on the items affected. In the past two weeks the high copper market has attracted much atten- 


. } ’ ’ ’ ’ . , 
tron among buyers, and brass pipe producers have advanced their prices four times during this period. The 


, t 


first advance Was on lebruary 2> and qnounted to Ya cent per hound. {Wo day's late) ve Of a cent was added, 


,7 


r> ’ 7 ’ } - P . 5 ; , . 
feoruary 28 brought anothe iY cent boost and March 4 SAM Ye of a cent added to i0bPbpers costs. 


° } 7 , ] . — 2 . 7 P - : ! , . " 
Cast and tubular plumbers OFASS goods ana bras § filftngs are also enjoving strong prices and the Vew 
noland report mdicates that at least one miadker of Copp r range bvowers nas raised tis prices to robbers. 
; ’ ° ¥ } . y , " , . ’ 
Ne Sable Source mdicates that caulking lead and lead Pipe haz Ct rece ] \' ly, Ch adwva Cad wt price ( ne 


er of producers. In the majority of cases wholesalers are well enough stocked to mee 


y > hits i P . on on . “7 " ‘4 lal} iea rer , , j 
necdas Gitte id . lear fories as a rule are delivering wi Goo 


NEW YORK 


Construction Off From Last 
Year— 


New construction contracted for during February in the 
Metropolitan district of New York City shows a decided 
falling off, when compared with the records of the corre 
sponding month of a vear ago and the preceding month ot 
this vear, according to F. W. Dodge Corp. Residential con- 
struction maintains the lead over all other classes, being 
69 per cent of the total. Commercial buildings made sec 
ond place, being 12 per cent; public works and utilities 
were 7 per cent, and educational projects amounted to 5 
per cent. The February contract total brought the amount 
of new building and engineering work started in the Met- 
ropolitan territory during the first two months of this yaar 
up to $153,071,900, as compared with $246,563,600 for 
new building and engineering work started during the cor- 
responding period of last year, the decrease being 38 per 
cent. 

The New York market as a whole during the two weeks 
that have swung by since the last index of business was 
written has been a rather quiet affair. Wholesale houses 
Ina sense have experienced a greater suspension in buying 
ictivity than have manufacturers. Most every jobber in 
this territory has indicated that business is rather slow, 
While not all manufacturers by any means share this feel- 
ing Those of the latter interested in the production of 
brass pipe, fittings, cast and tubular goods, have experi- 
enced good business. The advance of copper, which soared 
acent and a quarter a pound in less than a week, has had 
the effect of spurring jobbers to buy brass products aS @X- 


> 


‘fensively as the confines of good business will permit. 
Brass pipe, under the influence of the copper market, has 
advanced in price four times since our last report was pub- 
lished, the total increase amounting to 114, cents per 


7 


pound. A cast brass manufacturer issued a notification 


during the last week of February of another advance in 
piumbers’ cast brass goods. 

The credit situation in this territory seems to have alle- 
viated somewhat, but is still rather acute, according to re- 
ports. Distributors are having no difficulty getting ship- 
ments promptly 

Soil Pipe 
With practically an equal carry over of orders coming 


into the present year with that of a vear ago, one produ- 
cing tactor finds that this territory has vielded less new 
business during the first two months of the vear than was 
forthcoming in January and February of 1925 This and 
ubout the same difference by similar comparison in ship- 


nents 1s indicative of consumption on a lesset cale, as 


other foundries, too, find current business below that of a 
vear ago. Jobbers’ stocks are not heavy, but of a large 


enough magnitude to meet promptly the demands of the 
trade. Manufacturers have been shipping atistactorily 


and prices are unchanged 





Pipe—Brass, Steel and Wrought Tron 
With better than 1%-cent copper, prices of brass pipe 
have been advanced four times since our last report was 


published, the last advance before going to press occurring 
on March 4. Plants are in heavy production and are mov- 
ing pipe proportionally Steel mills got some tonnage to- 
ward the end of February for after March 1 delivery, but 
the volume was moderate, leaving only the future business 
that is expected as the bright spot \ wrought iron factor 


issued on March 1 its cards indicating resale prices. Ton- 


nages from distributors average fairly well, but consist 
mostly of small order: Shipments are atisfactorily 


prompt. 
Fittings 
Following the buving activity that accounted for sub- 


stantial quantities of malleable, cas iron screwed and 


} 


brass fittings at the time of the advance of prices, the mar- 


~e 


ket quieted down. Manufacturers look for renewed buy- 


ing interest shortly as the contracts made with jiobbers for 


— 
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their future requirements were limited; in the mea 
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what shipping there is goes forward promptly. Producers 
have not changed prices. 
Enameled Ware 

Demand from plumbing contractors has not been suf- 
ficient to give transactions involving enameled ware be- 
tween manufacturers and wholesalers a position beyond 
a moderately good point. There are, however, inquiries 
regarding future business which embrace considerable ma- 
terial, thus contributing in no small way to the outlook. 
Production is such that shipping requests are taken care 
of promptly. Prices have not been changed by manufac- 
turers. 

Pottery 

The New York offices of manufacturers have during the 
past ten days or so enjoyed only a fair amount of business 
from this area. Jobbers have not found it necessary to do 
a great deal of ordering, as they have been able to respond 
to the requests of their trade for earthenware fixtures from 
stock. Manufacturers are making deliveries promptly and 
have not changed prices. 

Plumbers’ Brass Goods 

During the last week of February one maker indicated 
another slight advance in cast brass material. The price 
situation in the brass goods market as a whole is firm, de- 
spite a lull in demand that was experienced during the past 
fortnight. Transactions during the first two months of 
this year in most instances, however, compare quite well 
with those during the same period of 1928. Factory ship- 
ments seem to be satisfactorily prompt. 

Range Boilers 

Range boilers have not figured prominently in the mar- 
ket news since the last published report. Jobbers now 
have fairly good stocks, permitting them to respond to the 
demands of master plumbers without having to call on 
manufacturers. There is no curtailment in deliveries. 
Manufacturers have not indicated any further change in 
prices. P 

Boilers and Radiators 

Following the buying interest of early February, most 
Manufacturers noticed in this territory a rather pro- 
nounced lull in the demand for boilers and radiators, 
which materially reduced tonnages for that month. In few 
instances are last month’s sales figures in excess of those 
of the same month of 1928. Heating contractors are not 
as busy now as they were thirty days ago. Shipments from 
the plants of manufacturers are prompt and prices remain 
unchanged. 


CENTRAL WEST ~— 


Jobbers Show Light Turnovers— 


While a slight improvement in business was noted 
among some wholesalers around the first of the month, as 
is usually the case, contractor demand for the most part 
held at a moderate level during the greater part of the 
past two weeks. The monthly review of the Cody Trust 
Co., in speaking of the recent decline in Chicago construc- 


tion, says: ‘‘While unfavorable weather may have con- 
tributed to this decline in general activity, tighter money 
conditions were chiefly responsible. The liberal allow- 


ances made in the past by many financing groups in com- 
puting first mortgage maximums have been cut sharply 
in recent months.” A further indication that the weather 
Was a relatively minor factor, the review added, was the 
fact that the milder temperatures in the last week of Feb- 
ruary brought practically no upturn in the number of per 
mits taken out daily. 

Manufacturers and wholesalers, however, seem to be 
Quite optimistic regarding the future, pointing out that 
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architects have a large amount of work on their boards, 
but according to some of them at least, activity is not ex- 
pected to assume good proportions until anyway the lat- 
ter part of this month. These statements are made with 
the qualification, however, that a continuance of the mild 
weather will possibly shorten the time when greater ac- 
tivity can be expected. Most wholesalers have good stocks 
or enough material on order to see them through for some 
time, and as a result are not placing a great deal of fresh 
business with manufacturers. An exception to this, how- 
ever, is found in brass goods, the strong copper market 
and higher prices on brass items causing many jobbers to 
cover on their future needs. Brass pipe was advanced by 
makers four times since our last report was published for 
a total increase of 114 cents per pound. The advances 
took place on February 25, 27, 28 and March 4. 
Soil Pipe 
The soil pipe market is firm at current levels, according 
to most reports gained during the course of the past two 
weeks. While makers in general appear quite well satis- 
fied with this particular phase of the business, the same 
cannot be said on the side of new orders entered during 
this period. Most jobbers, it seems, through the contracts 
they placed when foundries last advanced prices, still have 
good stocks, which they have failed to turn over as rapidly 
as anticipated in some instances. Consequently, whole- 
salers are not coming into the market to any great degree, 
and it is the opinion of at least some producers that job 
bers will not be ordering again to any large extent until 
the latter part of March. 
Pipe—Steel and Wrought Iron 
Little of a new nature developed in the steel and 
wrought iron pipe markets during the past fortnight, at 
least where demand, supply and mill prices are concerned. 
Wholesalers in this district state that the extremely un- 
favorable weather of the last several weeks has delayed 
the starting of many projects and that, as a result, their 
turnovers have been small. This condition is reflected at 
mills with only small sized orders coming from their dis 
tributors. While jobbers’ stocks as a rule are not large, 
they are, with the delivery service available at mills, able 
to meet their customers’ needs without delay. Mill prices 
on steel and wrought iron pipe are unchanged. 
Fittings 
Manufacturers’ representatives in this district say that 
the market on brass, malleable and cast iron fittings is 
holding steady at the current sheet levels. It is pointed 
out that the majority of wholesalers, as a result of the re- 
cent price advances, have good stocks of all kinds of fit- 
tings and that they have been rather slow in turning over 
this material due to the cold weather slowing down con- 
struction activity. In the opinion of some manufacturers’ 
representatives in this area, jobbers will not be coming 
into the market to any extent until some time in April. 
Factory prices are unchanged. 
Enameled Ware 
January shipments of enameled sanitary ware, as re- 
ported to the department of commerce by twenty-two 
manufacturers comprising practically the entire industry 
were below those for the corresponding month of last year 
by 5,316 pieces, but ahead of December, 1928, by approxi 
mately 47,000 pieces. February shipments, according to 
most manufacturers’ representatives in this district, were 
only seasonally moderate, and in general, reflected the 
rather light turnovers of wholesalers. Stocks at manufac- 
turing sources are ample and prompt shipments prevail. 
Makers have announced no change in their sheet prices 
during the past two weeks. 
Pottery 
Reports indicate that most potters are fairly busy at 


the present time working against contracts entered into 
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With wholesalers at the time of the recent price advance 
on wash-downs and tanks. Master plumbers are using 
only average seasonal volumes of pottery which jobbers 
can supply promptls Manufacturers have not changed 
their price sheets since our last report was published. 
Plumbers’ Brass Goods 

Reports indicate that most wholesalers in this area have 
anticipated their needs for some time ahead on both cast 
and tubular brass goods items, and the market is reported 
firm Master plumber consumption is fair for this season 
of the vear and wholesalers’ stocks are sufficiently large 
to take care of the needs of their customers without delay. 
No word 


facturers since the last report was published Factories 


~ 


if new price sheets has been received from manu- 


ire said to be shipping in a satisfactory manner. Jobbers’ 
stocks are of good proportions. 
ftange Boilers 

The majority of range boiler manufacturers are said to 
have tollowed the price advance mentioned in our last re- 
port and manufacturers are fairly busy taking care of busi- 
ness entered prior to the advance. Most jobbers have 
large enough stocks to meet the ordinary requirements of 
contractors promptly Factory shipments are not being 
delayed 

Boilers and Radiators 

Information secured during the past fortnight from 
representatives in this district of boiler and radiator manu- 
facturers indicates that the period has been rather a dull 
one from the standpoint of fresh business. On the other 
hand, though, makers have been shipping material at a 
pace which compares quite favorably with the correspond- 


ing period of past years. Contractors, as a whole, are 
fairly well engaged. Makers are continuing to_ ship 


promptly and have announced no change in their price 


schedules 


MIDDLE ATLANTIC 


Business News Lacks Definite 
Trend— 


Since the last fortnightly review was published, busi- 
ness in the Middle Atlantic territory has been more mixed 
than was the case in recent weeks A contributing factor 
to this was the first snow storm of the year of any conse- 
quence, which, striking this area abruptly, perceptibly 
slowed up deliveries and temporarily halted construction 
\t least one important whotesaler, however, reported sales 
for February substantially better than those in January. 
Most of the jobbers gave out the impression that February 
lost much of the momentum given by the activity of the 
preceding month, during which volumes were greater in 
many instances than in January of 1928 The jobbing 
trade on the other hand seems to feel that while business 
has not vet taken on a definite trend, present indications 
point strongly to a good tone in early spring. 

(Construction, which has shown a moderate gain from 
week to week since January 1, took a rather sharp upturn 
during the seventh and eighth weeks of the year, accord- 
ing to F. W. Dodge Corp. The contracts awarded during 
this period amounted to $29,474,100, and less than a mil- 
lion and a half of this amount went for projects other 
than building 

At the end of February copper reached a point higher 
than any since the fall of 1920 Brass pipe has undergone 
upward revisions totaling 11, cents per pound since our 


last report Prices generally quoted by manufacturers 


j . l : } . ; 7; ‘ ; > 
are holding steady and there has been no indication of 


curtailment in shipments 
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Soil Pipe 
Fresh business forwarded to manufacturers by jobbers 
in the Middle Atlantic territory during the past two weeks 


was on the whole moderate. In most cases the soil pipe 
holdings of wholesalers were sufficient to meet the spo- 
radic demand created by the requirements of master 
plumbers. Foundry stocks of manufacturers are lurge 
enough to enable distributors to secure deliveries in a sat- 
istactory manner. Producers have not changed their 
prices to wholesalers. 
Pipe—Brass, Steel and Wrought Iron 

Svmpathetic with the jumps which copper prices have 

been taking, brass pipe underwent an advance of 4 cent 


a pound on February 25, °® of a cent on February 2 


- 
ty 


1, cent on February 28 and % of a cent on March 4. 
While each advance shakes out some business, they are 
effected on the spot and jobbers can only watch their 
stocks closely to fill in sizes as soon as turnovers warrant. 
Last of the month buying for March 1 delivery where 
steel pipe was involved gave February a slightly better 
position than the ordering of buyers for jobbing houses 
during the month seemed to indicate. Tonnages from 
this section for the month, though, were not heavy. 
Wrought iron pipe business was fair, with the greater pro- 
portion of placing for immediate delivery. Consumption 
was rather closely reflected in jobbers’ commitments. Steel 
and wrought iron prices were unchanged. Shipments were 
made promptly. 
Fittings 

Most jobbers showed, by comparison with the earlier 
activity in fittings, a keen interest at the time of the ad- 
vance. Producers have been shipping against these book- 
ings rather steadily. The requirements of piping con- 
tractors for brass, cast iron screwed and malleable types 
has been moderately good. Prices have not been altered 
by manufacturers since the last report and the rate at 
which deliveries are made is causing no complaint 

Enameled Ware 

Kew wholesalers are buying beyond their point to point 
needs, reflecting rather closely the demands master 
plumbers are making upon them for enameled ware. Most 
manufacturers have good stocks and are as a rule in a posi- 
tion to ship promptly. Producers’ prices remain. un- 
Changed. 

Pottery 

lrrom the standpoint of some manufacturers the last 
s,days of February gave the month the appearance of being 
somewhat better than week to week pottery business 
would off hand indicate. At least one maker feels that 
this territory has been more productive of business during 
Kebruary than it was in the preceding thirty days. Master 
plumbers generally, however, are requiring fixtures at a 
fair seasonal rate. The price situation has not been 
changed by manufacturers. Deliveries are made readils 

Plumbers’ Brass Goods 

Shipments in the instance of most manufacturers have 
during the past few weeks exceeded incoming business. 
This applies to cast and tubular brass about equally. 
Wholesalers, on the other hand, feel that the trade has 
not shown the buying interest that might have been ex- 
pected. In brass goods, however, as in the instance of 
almost all other commodities, substantial improvement is 
expected. One maker of cast brass advanced prices again 
and no difficulty is experienced in obtaining shipments 
promptly. 


Range Boilers 


Master plumbers have not been installing range Poiiers 
beyond a point that is set at seasonally fair; consequently 
the sales of jobbers are nominal. Manufacturers, however, 


have experienced a rather lively rate of shipping since 


recent price advance with the result that most 
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now are well supplied. No further change has been made 
in prices. Deliveries are readily obtainable. 
Boilers and Radiators 

Business for February, when the final figures are ar- 
ranged, will probably not be as good as that of the month 
previous Sales started off quite well during the first 
month, but eased perceptibly over the past thirty-day pe- 
riod and as the month closed seemed to be holding their 
own. Heating contractors are not as active as they were 
earlier in the year. Manufacturers’ prices show no change. 
Shipments are being made promptly. 


NEW ENGLAND 


Consumption Requirements 
Are Not Pronounced — 


Business in the plumbing and heating field, from con- 
tractors’ side of the picture, has not varied greatly from 
the previously reported quiet state of affairs which has 
attended this market since January 1. Deterrent weather 
conditions recalling the snow and rain storms of late Feb- 
ruary in former vears, have considerably hampered con- 
struction progress. There is apparent, however, a broad- 
ening in preparation for spring developments. Architects’ 
offices are becoming exceptionally active in planning major 
operations, a good portion of which is assured of realiza- 
tion within the coming two or three months. In so far as 
residential work is concerned, contractors neither dote on 
present activities nor express much enthusiasm over poten- 
tialities. 

Wholesalers are amply equipped with stocks of all ecom- 
modities to satisfy present consumption needs. Increases 
in makers’ prices of such items as pottery, range boilers 
and brass commodities have influenced jobbers to look 
ahead for their next thirty to sixty davs’ needs. The con- 
tinuing upward trend of the copper market embraced ad- 
vances by at least one copper range boiler manufacturer 
during the past fortnight of approximately §& per cent: 
further increases in prices of brass pipe by makers totaling 
114 cents per pound, and withdrawals of price sheets by 
several brass goods makers. Subsequent issuances’ of 
sheets by the latter, however, did not reflect any advance 
over recently established price levels of most producers. 
The majority of manufacturers are well supplied with re- 
serve stocks and are able to make shipments on dates 
specified. 

Soil Pipe 

Foundry representatives report that they are receiving 
fair tonnages for this time of the year which is denotive 
of jobbers’ interest in near future wants, rather than 
for their present needs. Plumbing contractors are not 
drawing on wholesalers’ stocks in any large way, for 
there are but few roughing-in jobs being started at pres- 
ent. Foundries are able to quickly forward orders which 
are placed for spot shipment. Both makers’ and dis- 
tributors’ quotations are firm and unchanged. 

Pipe—Brass, Steel and Wrought Iron 

While the wrought iron pipe market is good in a poten- 
tial way, from makers’ viewpoints, present activities are 
not of extensive nature. Distributors are fairly well 
stocked in this commodity but are placing future delivery 
orders only in rare instances. Steel mills experience ton- 
nages which are not extensive, but are nevertheless com- 
parable with those recorded for the month of February in 
previous years. Wholesalers’ dispositions of steel pipe 
have been of good average during the past month. Brass 


pipe manufacturers effected an advance in prices for a 
total of 1144 cents per pound during the past fortnight. The 


DOMESTIC ENGINEERING | 


cyt 
—"y 


majority of wholesalers are well stocked tor present 
needs. No delivery extensions on the part of producers 
are encountered. 
Fittings 

Wholesaler demand for east iron, malleable and drain- 
age fittings quieted down to some extent after the rather 
broad buying movement which accompanied recent price 
advances by makers. Piping contractors are coming into 
the market only for small quantities of fittings and whole- 
salers. with their well filled bins, are able to satisfy 
existing consumption needs. Both manufacturers and 
wholesalers state that brass fittings are moving well for 
this time of the vear. No revisions in price schedules 
have been effected during the past. two weeks. 

Enameled Ware 

Makers in general report that their receipts are light, 
indicating but little anticipation on the part of whole- 
salers and reflecting, in an indirect way, the lessened 
demand of plumbing contractors, Factories are maintain- 
ing sufficient reserves so that deliveries may be promptly 
executed. No price changes were announced by makers 
over the past fortnight. Wholesalers are in possession 
of well varied stocks. 

Pottery 

Potters state that new buying is practically at a stand- 
still, attributing this condition to the fact that most 
wholesalers had purchased or covered for their near 
future wants of staple items at the time of recent price 
advances, There still exists a good seasonal consumption 
demand for special ware. This commodity figures quite 
heavily in the estimating which is being done by archi- 
tects and contractors for the early part of the year’s 
building program. Pottery prices were not changed since 
the last review. Deliveries are not delayed. 

Plumbers’ Brass Goods 

Contractor demand for cast and tubular brass goods 
continues to be sporadic, accounting for only moderate 
movements from wholesalers’ stocks. The strong copper 
market has influenced makers’ prices to such extent that 
several withdrawals of sheets were announced last week 
and revisions of prices, approximating the accepted level 
of most makers, were effected by one producer. The 
majority of distributors have ample stocks on hand and 
are covered for their next 60 day needs. Factories are 
producing steadily and are shipping as requested. 

Range Boilers 

In view of the fact that most jobbers purchased for 
their future requirements at the time of recent price 
advances by makers, there was but little buying activity 
reported by manufacturers during the past two weeks. 
Orders placed by jobbers, however, have accounted for 
comparatively good February carload movements from 
factories. Reserve stocks and well upheld production 
schedules afford quick deliveries to distributors. 

Boilers and Radiators 

Business transacted during the period covered by this 
report was typical of this time of the year, good in spots, 
but only of mediocre average. Heating contractors are 
not exceptionally active and distributors are stocking 
boilers and radiators only in accordance with immediate 
wants of their customers. Stocks at sources and at local 
warehouses of manufacturers are in such condition that 
orders can be promptly filled. No price changes have been 
reported by producers. 

® 

Henry W. Krauth, president of H. W. Krauth and Sons, 
master plumbers at 600 Baxter avenue, Louisville, Ky., re- 
cently announced his candidacy for the nomination for 


state senator from his district. 
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SOUTHEAST 


Light Activity Is Noted— 


Light buying on the part of jobbers and contractors 


sy 
‘Ji 
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obtained during the past two weeks in the Atlanta terri- 
tory and a rather quiet market prevailed. Conservatism 
on the part of buyers held and orders were placed to 
meet current needs only. The slight lull in the plumbing 
and heating field was explained by reason of the slowing 
down of construction projects. Increased activity is ex- 
pected by most sellers here during the latter part of 
March owing to the considerable number of construction 
contracts due to be awarded by that time. 

Several increases in prices asked by brass pipe makers 
occurred during the closing days of the month. An ad- 
vance of 4 of a cent a pound was made on February 25, 
an increase of % of a cent on February 27, an increase 
of %4 cent on February 28 and another increase of % 
cent on March 4. Good stocks are being maintained by 
the wholesalers in this territory and contractors have no 
difficulty in securing prompt filling of orders. 

Soil Pipe 

The soil pipe market continues to hold at a firm level, 
but most manufacturers’ representatives report only a 
small amount of fresh business. Wholesalers’ turnovers, 
as is usually the case at this season, are rather light. 
Shipments are received from makers without delay. 

Pipe—Brass, Steel and Wrought [ron 

Since our last report was published, brass pipe has been 
advanced in price by makers on four occasions, for a 
total increase of 1% cents per pound. The movement 
of brass pipe to the trade for the past two weeks was 
fairly good. There was only a fair volume of business 
in the steel pipe and wrought iron pipe markets, accord- 
ing to reports. Heating contractors in the Atlanta dlis- 
trict were not as well engaged in the past two weeks as 
they were during the two weeks previous. Wholesalers 
are maintaining stocks sufficient to meet current demands. 
Good shipping schedules are being kept by the makers. 

Fittings 

Moderate movement of fittings from wholesalers to 
contractors was had during the latter part of February. 
The brass fittings market has maintained a firm tone 
during the past several weeks. Consumption by heating 
and plumbing contractors was only seasonal. A slight 
falling off was reported in malleable and cast iron screwed 
types, where demand from contractors is concerned. Man- 
ufacturers are making prompt shipments. 

Enameled Ware 

Conservative buying was reported on the part of most 
contractors. Jobbers report that stocks on hand are suf- 
ficient to meet current needs and that future delivery 
orders are only seasonal. Manufacturers have not sent 
out any changes in their price lists and deliveries are 
being made regularly, 

Pottery 

A fairly good seasonal interest was indicated in the 
pottery market for the past two weeks, producers are 
shipping quite freely against contracts entered into with 
jobbers prior to the last price advance. Contractors are 
fairly well engaged considering the time of the year. 
Shipments from manufacturers are coming into the terri- 


tory with regularity and wholesalers report a good assort- 
ment of stocks on hand. Makers have not changed their 
prices and the market is reported firm. 
Plumbers’ Brass Goods 
While current buying is reported to be marked with 
conservativeness, future delivery orders for March and 
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April in the hands of makers are of good proportions. 
Cast and tubular brass goods prices continue to keep pace 
with the firm structure of the copper market. In general, 
wholesalers are well stocked in brass goods and master 
plumbers are considered rather well supplied with work 
for this season. Deliveries are being made quite promptly. 
Range Boilers 

Most contractors report a light consumption of range 
boilers. Wholesalers are only maintaining stocks suf- 
ficient to meet present needs. Makers have not made any 
price changes in the past ten days. Orders are being 
shipped from the factories on good schedule. 

Boilers and Radiators 

Jobbers here report a firm and steady market in boilers 
and radiators and say that a good seasonal business was 
had during the closing days of February. Contractors are 
being kept fairly busy and future delivery orders total a 
fair volume. Producers are maintaining good deliveries 
and the price situation remains unchanged. 


PACIFIC COAST 


Construction Outlook Is 
Promising— 


Coast business as a whole is spotty and better in some 
sections than in others. Most distributors have well as- 
sorted stocks, and materials of all description can be 
obtained without delay. Jobbers’ prices to the trade 
vary in the different centers and continue to be more firm 
in some centers than in others. Building operations have 
not opened up to any great extent so far, although there 
is more figuring being done at present than at any pre- 
vious time this year. 

Soil Pipe 

A fair amount of soil pipe is moving from jobbers’ 
stocks for this season, although most orders received are 
for small amounts for immediate shipment. Distributors 
generally have well assorted stocks and all of the trade's 
needs are being filled promptly. Distributors’ prices to 
the trade remain unchanged. 

Pipe—Steel and Wrought Iron 

Steel pipe continues to move about ordinary in quantity 
for this period of the year, most orders being for small 
tonn ve for immediate use. Stocks in distributors’ hands 
are well assorted and all of the trade’s needs can be 
promptly filled. Wrought iron pipe is moving rather 
slowly, at a fair pace, but most sales are in small lots. 
Distributors generally have sufficient stocks to take care 
of the trade’s present needs without delay. 

Fittings 

Cast iron screwed, drainage and malleable fittings are 
moving in a seasonable volume, while most of the trade 
continues to purchase only such fittings as are required for 
immediate use. Distributors generally have well assorted 
stocks and can secure prompt shipments from manufac- 
turing sources. Distributors’ prices to the trade are based 
on present replacement costs and remain unchanged. 

Knameled Ware 

Knameled ware continues to move slowly, most pur- 
chases by the trade being for immediate installation with 
very little forward buying being done. Distributors gen- 
erally have well assorted stocks and nearby factories are 
in a position to make prompt shipment of all classes of 
ware. Prices are unchanged. 

Pottery 

The demand for pottery is seasonal, with most of the 

trade continuing to purchase only such ware as is re- 
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Better Sewage Disposal Systems 
are Necessary 


The increasing number of homes in unsewered areas has focused attention on the 
sewage disposal methods employed in these homes. ‘These families depend largely 
on the plumber to install the best in sewage disposal equipment. 


If the plumbing dealer sells inferior septic tanks, health authorities will prohibit 
their use and go back to the days of individually built and supervised septics. 
This has already happened in sections where inferior products were in general use 
and had proved unsatisfactory. 


Bigger profits and protected business 
with SaZquip Installations 


When the sale and installation of sew- Sold thru the plumbing trade exclusively, 
age disposal systems is taken away the new Improved San-Equip Siphon 
from the plumber a large volume of his System will protect your business and 


business and his profits go, too. There 
1s only one answer. kor his own benefit 
and that of his customers, every 
plumber must be positively sure that 
he installs the very best of dependable drainage advantages as secured with 


the San-Equip Siphon System. 


bring you bigger plumbing profits. 
There is no obligation and it will pay 


you well to get the details of siphon 


sewage disposal systems. 
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Write NOW for San-Equip 
Sales Sheets and full 
Dealer Information 


= CHEMICAL TOILET 
\ CORPORATION 


928 E. Brighton Ave. Syracuse, N. Y. 
| Makers also of the San-Equip Self-Drain Waterless Toilets 
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Mention Domestic ENGINEERING when writing advertisers. 
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nmediate installation. Distributors generally 


ilanced stocks and Coast potteries are in a 
nake prompt shipments. Distributors’ prices 


are more firm in some jobbing centers than in 


Plumbers’ Brass Goods 
d for plumbers’ brass goods continues to be 
tial nature. Recent price advances have to 
stimulated business and the present strength 
r market has caused jobbers to order quite 


freely in this commodity. Distributors generally are fol- 


lowing prese 


The Stock Market _ 


Par 1y2y 


Value High Low 


nt replacement costs. 





Range for Week Ending March 2,1929¢ * High Low (Clo 





NP 1143¢ Of % Air Reduction Sales Co \ 112'6 108'4 «110°. 
2 Zi 1s American Radiator Co., com 4 19214 189 1134 
100 «195 140) \merican Radiator Co., pfd \ 187 179 187 
25 105% Wf) American Rolling Mills Co B 95 Q? O41¢ 
HK) 155 115%4 {naconda ‘opper Mining Co \ 155 135 151 
NP 106 82!. Bethlehem Steel Co., com \ 106 9634 105 
100 123 121 Bethlehem Steel Co., nfd 4 122 12] 122'4 
NP 55% 4{ Brunswick-Balke-Collender Co JA 1 48 7 
NP 192! 13514 A. M. Byers Co., com ‘E167 142 15924 
100 =121'%4 110 \. M. Byers Co., pfd L&E 112'5 112 112! 
100) «127! {2 Century Electric Co., com F 123 123 123 
25 4% 4 (‘rane Co., com .C 468, tf 4134 
no 11 117 Crane Co., pid - C 117 M1745 )=«117! 
20 ] 19 Kagle-Picher Lead Co H 20) 19 1954 
NP 51% + Fairbanks, Morse & Co., com \ 49 fhe< = =6— 49 
100 «1107, «107'¢ ~=6Fairbanks, Morse & Co., pfd , 109 107! 109 
NP 1914 11 Greenfield Tap & Die Corp B 17 174 17'4 
NP 35144 2434 Iron Fireman Mfg. Co C Bl if) | 
NP 24234 180'4 Johns-Manville Corp., comm \ 217 Oy 91014 
100 «12184 «119 lohns-Manville Corp., pfd A 12134 #121 121 
100 +122 118 lones & Laughlin, pfd A&E 121 120 120 
NP 67 Minneapolis-Honeywell Reg. C rY Ba C 34 h? 3 
100 160 Minneapolis Honevwell Re f pfd B&C 152 ‘ Lot) 150 
P68 Modine Mfg. Co B&C 64 60 60 
NP Ti . Myers & Bro Co., con (y 
100 10H LO4 K Meyers & Beo. C nic (; 105 15 15 
100 158 : National Lead Co.. 7 A ios ‘ 14% lo1'4 
10141 14 National Lead Co.. pfd. “*A’ \ 140 149 140) 
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The Metal Market 


Average Average Averag 
Mar.5 Jan., 1929 Nov., 1928 192% 
ri TRON— 
No. 2 foundry, Chicago, 
I, 6. erie lank ee os oe $20.00 $20.00 $20.00 $18.54 
PLATES AND SHEETS— 
Steel boiler plates, Pitts- 


pate, WOR BO. % sss s 1.90¢ L.fue 1.95¢ 1.8% 
Rlue annealed sheets, No. 
10, Pittsburgh, per lb. z2.20C 2.10e 2.05c 2.080¢ 
Black sheets, No. 24, 
Pittsburgh, per Ib.... 2.95¢e 2.85¢ 2.80¢ 2.75¢ 
TIN 
DOE CE vinee 60s a6 0-4 '6-s 49l6e 
LEAD— 
PD 6s 6 ee weesevedusan 7.05¢ 


The Old Metal Market 
Dealers’ Buying Prices 


Per lb. Per |b. 


Aluminum clippings....18 e¢ Copper, light 14! 
SE LN ae at-ait ace adrece 4416¢c Copper, uncrucibled 
ee 8i4c a a oe 17 i, 
ttrass, heavy mixed.... 7%4c Faucets and valves. .ll%e 
ee, SUE 8 bw keeé dees 14l4c Lead, heavy ...... .. 6.50¢ 
Copper, crucible ...... 17%¢c ES =: eee 9%4@ 


NOTE: Prices are those quoted on Tuesday of this week. 





Range Boilers 

Recent price advances by factories on this commodity 
had not been reflected in jobbers’ prices to the trade up to 
the present writing, according to reports. The demand 
for this commodity is only ordinary and business is keep- 
ing on this par from week to week. Distributors are 
carrving sufficient stocks to take care of the trade’s imme- 
diate needs, and are replacing their stocks in about the 
Same volume as sales. 


@ 
Institute to be Held at Washington, D. C. 


Announcement has been made recently concerning the 
inauguration of a three-day institute, which is to be held 
at George Washington University, Washington, D. C., on 
April 1, 2 and 3, 1929, to be called the Potomac States 
Plumbing and Heating Institute. This course is not to be 
local, but regional, and is for the benefit of plumbing and 
heating men of Maryland, Virginia, and West Virginia, as 
well as for those of the District of Columbia. 

Four or more lectures by engineers and professional 
men will be given each day, each lecture being followed 
by a period of questioning and discussion. The subjects 
to be covered will include physics of plumbing and heat- 
ing, business management, problems of design, standard- 
ization, and theoretical and practical work of the plumb- 
ing and heating contractor. 

Lists No Par Value Common Stock 

The Ruud Mfg. Co., Pittsburgh, Pa., manufacturers of 
automatic gas water heaters, issued 35,219 shares of no 
par value common stock, through Otis & Co., brokers of 
Chicago. The stock was issued at $43 per share, and 
according to the announcement, the board of directors 
have declared an initial quarterly dividend of $.65 per 
share, payable May 1, 1929. The stock is listed on the 
Chicago Stock Exchange, and application is to be made 
to list it on the Pittsburgh Stock Exchange. 

a 
Consolidate Two Cohoes Ofhces 

The Philadelphia and New York City offices of the 
Cohoes Rolling Mill Co., Cohoes, N. Y., were consolidated 
March 1. The New York office, 50 Church street, will con- 
tinue to operate under the management of William R. Mit- 


tleman. 
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Heating Executive Addresses California Trade Body 

Carrying the message of Certified Heating and exactly 
what it means to the contractor and the owner, Thomas 
Douglass, manager of the Heating and Piping Contractors 
San Francisco Association, gave a talk before the Plumb- 
ing and Heating Club of San Francisco and the bay district 
at the San Francisco Elks’ Club. 

Mr. Douglass summed up his talk in a few words at the 
outset when he said ‘Certified Heating means a good job.” 
He spoke of standards incorporated in each job, and how 
these standards have eliminated all guess-work. ‘Instead 
of working up a plan and telling a steamfitter to go out 
and ‘do the job,’ Certified Heating means it’s handled in 
a different way, with careful checking and inspection all 
along the line,’’ explained Mr. Douglass, adding that Cer- 
tified Heating is designed for and serves as a protection 
for the owner, and when the owner is satisfied the con- 
tractor is equally happy—and prosperous. 

‘‘Members of the local chapter,’’ said Mr. Douglass, 
‘‘have installed and fired 180 jobs in the city and county of 
San Francisco during 1928, which was not a full year due 
to our comparative youth. Out of all this work there were 
but eight complaints, all of which were checked up and 
adjusted within twelve hours. 

‘Due to elimination of trouble calls, the contractor is 
not losing customers any more.’’ Mr. Douglass concluded 
by stating that his organization is making it possible for 
the contractor to secure prompt settlement on all jobs, due 
to the satisfactory operation of new installations. 

Marking the steady growth of the organization, the 
names of three new members were announced: V. A. 
Edgeworth, manager, Alameda County Merchant Plumb- 
ers’ Association; D. W. Durant, plumbing and heating con- 
tractor of Oakland; T. F. Johnston of the EverHot Heater 
Co. As an indication that steady progress is being made 
in the matter of securing adequate comfort station facili- 
ties in San Francisco, Joseph Whalen, chairman of the 
committee having that work in hand, reported that after 
repeated and prolonged sessions with city officials, he be- 
lieved that figures might be submitted soon covering two 
comfort stations, one to include eighteen toilets and ten 
urinals, the other sixteen toilets and five urinals, each to 
be provided with from four to six lavatories. 


e 
Try to Pass Plumbing Bill 


Contracting plumbers of Washington state have asked 
Representative Masterson to introduce House Bill No. 237 
at Olympia. The bill defines their field of operations, 
calls for inspection by the state health department, and 
sets up a plumbing inspection fund. It further requires 
that all who would qualify for work, pay a fee of $50, and 
file a bond for satisfactory performance. To enable the 
health department to function, the bill asks an appropria- 
tion of $50,000. 

The bill is not a license measure requiring examination 
as to qualifications, but is planned to insure that efficient 
plumbing is installed. The bill has been referred to the 
committee on medicine, dentistry, pure food and drugs. 


* 


Entertain State Officers at Dinner Dance 

The annual dinner and dance of the Harrisburg (Pa.) 
Association of Master Plumbers was held at the Penn- 
Harris Hotel, January 23. The room was attractively 
decorated and tables set for groups of four or more. Three 
hundred and twenty-five attended. F. E. Filson, newly 
elected president of the association, was toastmaster, and 
introduced Past State President Chris Troutwine, of York, 
who delivered the invocation. 


After dinner, President Filson introduced Mayor George | 
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A new catalog has been issued, containing 
complete specifications of “EVERNU” Hard 
Rubber and “NEVER-SPLIT” Wood Toilet 
Seats. 


If you keep yourself well-posted on toilet 
seat improvements, you will want a copy of 
this new catalog. It is a beautiful, informative 
book, too expensive to distribute indiscrimi- 
nately. The coupon or a postcard will bring it 
to you promptly. 


“EVERNU” Hard Rubber and “NEVER- 
SPLIT’? Wood Toilet Seats are manufactured 
by the NEVER-SPLIT SEAT COMPANY, 
EVANSVILLE, INDIANA. 





NEVER-SPLIT SEAT COMPANY, 
EVANSVILLE, INDIANA. 


Please send me a copy of your new catalog. 


Name.... 
Street.... 


eee | en 











LARGEST MANUFACTURERS OF TOILET SEATS 
IN THE WORLD 
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Weather Forecast: 


Heavy rains to-night 
and to-morrow. 


UNDREDS of cellars 

possibly flooded! Call 

out the Goulds New Min- 
ute Man. 


This Cellar Drainer will 
protect homes of to-day 
from damage and disease 
caused by flooded cellars. 
It will do its work as 
efficiently as the Minute 
Men of ’76 protected their 
homes. 


Wherever there’ are 
floods or where cellar and 
basement drains are low- 
er than the sewer sys- 
tems, the Minute Man is 
needed. It keeps the cel- 
lar dry and removes the 
worry caused by hard 
showers or extended rain 
storms. 


Thousands of building 
and home owners will 
welcome the Goulds Cel- 
lar Drainer. It guaran- 
tees dry basements, at 
small cost and without 
trouble; and freedom from 
the stench and chilly 
dampness of wet base- 
ments. 


The Goulds ‘‘Minute 
Man”’ Cellar Drainer is a 
small outfit—moderately 
priced. It can be set up 
anywhere. A small exca- 
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vation in the cellar bot- 
tom catches the water as 
it seeps into the base- 
ment. The pump, sta- 
tioned on the edge of the 
catch basin, is provided 
with a float switch which 
immediately sets the Min- 
ute Man in action as the 
water rises. When the 
water has been pumped 
out, the motor shuts off 
automatically, and is 
ready for another emer- 
gency. 


The comparatively 
small cost includes the 
complete apparatus, at- 
tractively finished in 
bronze and black. It can 
be used for pits from 1% 
to 5 feet deep. 


Pump is _ self-priming 
centrifugal with bronze 
impeller and stainless 
steel shaft, which is fully 
inclosed and packed in 
grease, requiring little or 
no attention. 


The outfit includes 14 
h. p. motor; 8 ft. lamp 
cord with plug; sentinel 
breaker for motor pro- 
tection; 3 ft. suction pipe; 
and automatic 
float switch. 

Capacity 5 to 25 g.p.m. 
against heads up to 23 
feet. 


Its performance will please 
your customers — profits from 
your sales will please you. 


GOULDS aN Inc., Seneca Falls, N. Y. 


GOULDS™ “af 





—"CELLAR DRAINER 
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Hooveter, of Harrisburg, who welcomed the members and 
guests and spoke of the co-operation of the master 
plumbers with the Bureau of Health, and told of how 
proud he was of the association and of the interest it was 
taking in the health of the public. 

President Filson introduced the distinguished guests of 
the evening. Among these were: Russell R. Kohr; State 
President Howard Yocum, of Reading; Past State Presi- 
dent James H. Lutz, Jr., of Harrisburg; State Secretary 
Chris Bachofer, of Reading; State Secretary Harry Ham- 
mersla; Senator George Reed, of Pennsylvania; Senator 
G. Earnest, of Pennsylvania; State Vice President David 
Sanderson; M. J. Feeney, president of the Philadelphia 
Master Plumbers’ Association, and several city commis- 
sioners. They all told of their pleasure at being present, 
and gave brief talks. 


* 
To Hold Quarterly Convention in Utah 


The next convention of the Utah State Association of 
Sanitary and Heating Engineers will be held at Provo, 
March 13, according to the announcement of Henry H. 
Bockholt, president of the organization, and it is hoped 
that a large attendance will be on hand. 

Officers will be chosen for the coming year. Those who 
have served for the last twelve months, in addition to Mr. 
Bockholt, are: Alex Mortensen, vice president; Sylvester 
Walsh, secretary; Peter P. Erskine, treasurer; J. L. Ras- 
mussen, sergeant-at-arms. The board of governors is com- 
posed of Henry G. Blumenthal, A. H. Higham, Val. W. 
Palmer, William A. Bywater and Mr. Bockholt. 

The code committee will make its report at the meeting. 
By that date it is expected that the fate of the two bills 
providing for the examination of masters, and giving the 
board of health greater supervision over the plumbing, 
drainage and sewer systems, which are being sponsored 
by the Utah state organization, and are now before the 
legislature, will be known. Mr. Higham is chairman of 
that committee. . 

Members of the Utah County Association of Sanitary and 
Heating Engineers will act as hosts to the delegates and 
guests during the convention. 


* 


Master Plumbers Dine at Allentown 


Members of the Master Plumbers’ Association of Allen- 
town, Pa., and of the auxiliary of that organization, were 
entertained at dinner and cards February 16 in the Hotel 
Allen, Mrs. Charles Kramer and Mrs. Harvey Saeger being 
the hostesses of the occasion. 

Following a delicious menu, cards were enjoyed, favors 
being distributed among the players. 7 

Those in attendance included the following: Mr. and 
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Mrs. Harry Saeger and daughter Isabel, Mr. and Mrs. EK. 
Saeger and daughter Vivian, Mr. and Mrs. L. N. Katzmire, 
Mr. and Mrs. P. Hanlon, Mr. and Mrs. P. C. Lobach, Mr. 
and Mrs. E. Schwoyer, Mr. and Mrs. Paul Ettinger, Mr. 
and Mrs. Fred Fehl, Mr. and Mrs. Harry Scholl, Mr. and 
Mrs. R. Kleckner, Mr. and Mrs. H. Siegfried, Mr. and Mrs. 
William Bortz, Charles Willenbecker, Mr. and Mrs. Charles 
Kramer and Mr. and Mrs. Harvey Saeger and daughter 
Lorraine. 


Hold Two-Day Conference in 


Massachusetts 


HE third plumbing conference at Massachusetts In- 
pers of Technology, was the same great success as 
were the first and second conferences. 

This conference has become an an- 
nual short course for the Massachu- 
setts State Association of Master 
Plumbers and the Massachusetts Sani- 
tary Club. It is held under the 
auspices of the department of civil and 
sanitary engineering of Massachusetts 
Institute of Technology, at Cambridge, 
Massachusetts. 











One of the things that makes this 
Massachusetts conference so success- 
ful, is the fact that the institution, 
which sponsors it, is so strong and 
well equipped in the engineering field, 
that in making up the program, it 
does not have to go outside of its own 
faculty. This means much for those 
who are fortunate enough to attend. It means, for one 
thing, that each lecturer is not only a highly trained ex- 
pert in his particular line of engineering, but that he is 
also a trained teacher who knows how to present his sub- 
ject to his hearers. 

Another point about this Massachusetts conference, 
one which we have called attention to in our previous 
reports,—is that it goes like clockwork. If the program 
States that a certain lecture is to be delivered at 2:00 
o'clock, that is the exact time the lecture will be heard, 
not 2:30. Such businesslike methods put life into an 
affair of this kind. 

The conference was held on February 19 and 20. 

The success of the Massachusetts plumbing conference 
was largely due to the good work of the committee on 
arrangements, made up as follows: 

Massachusetts State Association of Master Plumbers 
James G. Gillespie, Boston, chairman; Wallace T. Wordell, 














Photo taken at the conference of presidents and secretaries of state and local plumbing and henting associations, held recently 
in Chicago 


James G,. Gillespie 
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Undoubtedly 


The Most Popular 
Automatic Water Heater 
Priced to Fit Everyone’s 


Pocketbook 


30 Gal. $70 
40 Gal. $85 


15 Gal. $50 
20 Gal. $55 


Distributed by the Plumbing 
Trade at a Nice Profit. 


Why wouldn't it be the Most 
Popular? 


*s 
John Wood Mfg. Company 


Conshohocken, Pa. Chicago, III. 
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Taunton; George E. Ryan, Lynn; John J. Downey, Boston: 
J. Preston Perham, Boston. 

Massachusetts Sanitary Club—William R. Weiss, Bos 
ton; Frank W. Hubbard, Boston; J. A. Maynard, Wal. 
tham; Andrew McGlynn, Taunton; Edwin W. Cox, Boston. 

A detailed account of this conference, together with 
the substance of the various lectures and reports, will be 
presented in a later issue of ‘“‘Domestic Engineering.”’ 

* 


New York Chapter Hears Talk on Coke 


Presenting a paper at the monthly meeting of the New 
York Chapter of the American Society of Heating and 
Ventilating Engineers held in the Building Trades Club, 
New York City, February 18, on the use of coke as a 
domestic fuel, W. Reed Morris of the Seaboard By-Product 
Coke Co., cleared in the minds of many members a num- 
ber of questions pertaining to the subject which arose 
after the chapter’s recent trip to the laboratory of the 
American Radiator Co. 

In his lecture Mr. Morris stated that coke can be used 
in practically any domestic heating equipment designed 
to burn anthracite coal, about the only combustion dif- 
ference being that the former requires a less amount of 
air, and with proper draft regulation, a single firing has 
been made to last over a substantial period. He also 
made it clear that the average consumption over a given 
length of time is comparable with that of anthracite coal, 
and when coke is employed ash removal is materially 
reduced. Mr. Morris with the aid of lantern slides, 
showing a recording chart, illustrated the evenness at 
which room temperatures may be maintained, and the 
immaculate manner in which that part of the cellar pro- 
vided for the boiler may be kept. 

At the conclusion of the general discussion which fol- 
lowed, Mr. Morris extended to the chapter membership 
an invitation to visit the plant of his firm at Jersey City. 

H. B. Hedges, president of the chapter, presided, and 
at the opening of the meeting read a letter of appreciation 
from Samuel R. Lewis, newly elected president of the 
society, for the remembrance presented to him by the so- 
ciety on the occasion of the recent meeting in Chicago. 


« 
Hold Meeting to Increase Membership 


The Master Plumbers’ Association of Paterson, N. J., 
held an open meeting recently at Steuben Hall, that city, 
for the purpose of increasing its membership. William 
Delhagen, conducting the meeting, introduced William N. 
Chesnut, president of the state organization, who spoke 
on the benefits to be derived through membership. The 
speaker also touched on some of the problems confront- 
ing the industry, and the efforts that are being exerted 
by the master plumbers’ association to solve them. 

Samuel F. Wilson, past national president, conveyed 
to the meeting the regrets of John A. Quinn, vice presi- 
dent of the national body, who was unavoidably absent, 
and further emphasized the need at this, more than any 
other time, for unity in the plumbing and heating indus- 
try in the interest of better business. 

B. Joseph O’Donnell, field representative of the Plumb- 
ing and Heating Industries Bureau, spoke on co-operation. 
John Fitzgerald, secretary of the Paterson Chamber of 
Commerce, enumerated many of the advantages of close 
co-ordination and the aid in a busines way which his 
organization offers industries. 

Charles J. Samuel, state secretary, in a summarization 
of the various talks, emphasized the pertinent points of 
each. Following each address considerable enthusiasm 
was shown by the 100 or more plumbing and heating con- 
tractors present, many of whom were from nearby towns. 
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Local Associations Meet with Legislators 


A dinner meeting, sponsored by the Moline Master | 


Plumbers’ Bureau and the Rock Island Master Plumbers’ 
Association, was held recently at the Fort Armstrong Ho- 
tel, Rock Island, Ill., with forty members of the plumbing 
fraternity in attendance. The guests of the evening were 
State Senator M. R. Carlson of Moline, and State Repre- 
sentatives Clinton Searle and Thomas P. Sinnett of Rock 
Island. 

The purpose of the meeting was to discuss with the leg- 
islators the contents and the importance of house bill No. 
139, or what is more commonly known as the Minimum 
Plumbing Code for the State of Illinois, which is being pre- 
sented before the current session of the state legislature 
to be adopted asa law. M. L. McKay, first vice president 
of the Illinois Master Plumbers’ Association, was chairman 
of the meeting, and gave a thorough analysis of the bill. 


a 
Montclair Masters Hold Annual Banquet 


The Master Plumbers’ Association of Montclair-Bloom- 
field-Verona and Vicinity held its yearly banquet in the 
ballroom of the Montclair Athletic Club, Montelair, N. J., 
on February 12. More than 175 members and guests 
heard William N. Chesnut, president of the state associa- 
tion, deliver an interesting after-dinner speech in which 
he again praised the women’s auxiliary for the beneficial 
work it is doing to help the industry. President Chesnut 
enumerated a number of the activities for the uplift of 
the industry in which the state organization is engaged. 
Among these the speaker mentioned the state plumbing 
code which is now before the state assembly for considera- 
tion. The state president invited those present to attend 
the convention to be held in Elizabeth, N. J., on May 21 
and 22. He also requested the officers of the various as- 
sociations to make a special effort to have as many of their 
members present as possible. 

Henry J. Williamson, president of the Montclair-Bloom- 
field-Verona association, opened the program of the eve- 
ning. David B. Van Sant, vice president of the associa- 
tion, conducting the ceremonies, presented Mrs. Charles J. 
Samuel, president of the New Jersey State Women’s Auxil- 
iary, who expressed her delight at being back home after 
a tour of the state, and suggested to the ladies present that 
they attend the next board meeting in Jersey City in April. 
Mrs. Samuel proudly exhibited the American flag recently 
presented to the auxiliary by the New Jersey Chapter of 
the National Association of Plumbing and Heating Sales- 
men on the occasion of the Trenton association banquet. 
The speaker also thanked the master plumbers for the as- 
sistance they have lent the work of the auxiliary. 

The Reverend Edmund M. Wylie, Montclair, was the 
guest speaker, and brought to the gathering a fine exempli- 
fication of the life of Abraham Lincoln, who, he declared, 
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Iixhibit of the Wolwerine Brass Works, of Grand Rapids, 
Mich... at the recent convention of the Illinois Master Plumb- 
ers’ Association 
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For 
the Hot 
Water Heating System Only 


The working parts of the Cash Acme Type AG 
Pressure Control are protected by an easily 
cleaned strainer which is placed just ahead of 
the working parts. 


Entirely automatic; easily installed; abso- 
lutely reliable. From your jobber. 
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A.W.CASH VALVE MFG. CORPORATION 


616 N. Water Street, Decatur, Illinois, Mfrs. 


Sales Agent: Chas. H. Fiske, 431 So. Dearborn St., Chicago, Ill., Tele- 
phone Harrison 4968. 

Eastern Sales Agents: H.M. Fismming Co., 30 Church St., New York 

City, N. Y. Telephone Cortlandt 1553. 


McAlear 


Universal 
Radiator Hanger 


There is only one hanger which will 
meet every condition on the job 
with one type and that is the 
McAlear Universal. 


Constructed of reinforced steel and 
malleable iron, McAlear 
Hangers will suspend 
straight and rigid any 
tube type radiator 124 
or 214% inches from wall, 
above or below base- 
board —- and they are 
completely adjustable. 













Ask for latest 
prices and 
liberal freight 
allowance 


Try them on your next 
job and you, too, will 
standardize on the 


McAlear Hanger. 


Gt/JNRG BLEAR AFG CD 


1901-7 South Western Avenue 
CHICAGO, ILLINOIS 
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CRA Sa RN SARE ESR AC RARE AAAI SAS 
250°% Mineral 
capacity indefinitely 


RIVAL OF THE CLOUDS 


TRADE MARE 





The type of mineral in the water softener is the 
all important factor. Your success and your cus- 
tomers’ satisfaction depends on the mineral used. 
Listen to what a dealer in Minnesota has to say. 


Worthington, Minnesota 
April 10, 1928. 
The Refinite Company, 
Omaha, Nebraska 


Gentlemen: 


Just a line to let you know what we think of 
the Refinite Water Softener. 

We have about forty of these softeners in- 
stalled here in Worthington and we have yet 
to have a complaint on any of them. This is 
saying a lot as our water here is about fifty 
grains hard. 

We tried about six different softeners and 
have taken them all out and replaced them 
with Refinites. 

Competition have one softener in homes in 
the whole town. They have tried one or two 
other kinds but they have not worked satis- 
factory. 

Trusting to install several more this season, 
we are Yours truly, 


FAUSKEE & SEE 
by J. H. See 














Price $100.00 up. Write for sales information. 


THE REFINITE COMPANY 


Refinite Building 33 Omaha, Nebraska 











THE EDDY 


PRESSURE - TEMPERATURE 
and VACUUM RELIEF VALVE 

















A Valve that will solve many of your difficulties 
and give you the assurance of work well done. 
Write for complete information, 


DONNELLY MFG. COMPANY 
29 Mills St. 3 3 Malden, Mass. 


New York Representative: Henry Stein, 50 Cliff St., New York City 


Philadelphia and Southern Territory Represented by Derbyshire, Mack 
Morgan, Inc., 923-5 Real Estate Bidg., Philadelphia, Pa. 























recognized that the craftsmen and guildsmen of the natio: 
should be given more consideration and thought. The 
Reverend Wylie paid a glowing tribute to the work of the 
master plumber when he said: “The people of this na- 
tion cannot realize fully the immense service being ren- 
dered both hygienically and artistically by the master 
plumbers of the country unless they have traveled abroad 
and made a comparison between the sanitary facilities 
found there and those in this country the plumber has 
made available.’’ 

Charles J. Samuel, secretary of the state association, 
spoke words of praise for the accomplishments of the en- 
tertainment committee and those responsible for the deco- 
rations. He, too, has been making a tour of the state. 
A. C. Krieger, vice president of the state organization, in 
presenting an American flag to the Montclair association 
from the North Hudson body, spoke in a patriotic vein, 
recounting its history and development. President Wil- 
liamson accepted the gift for his association and responded 
with appropriate words of appreciation. 

Dancing occupied the guests for the balance of the eve- 
ning. The committee arranging for the banquet was as 
follows: Chairman, Henry J. Weingartner; secretary, 
David B. Van Sant; treasurer, Eugene Straub; Oscar J. 
Rees; Raymond W. Kierstead; Henry J. Williamson. 


© 


Present Gift to Retiring President 

Ralph D. Evans, retiring president of the Salt Lake City, 
Utah, Association of Sanitary and Heating Engineers, was 
presented with a traveling case and smoking jacket as a 
sign of the appreciation felt by the members of that or- 
ganization for his services. The presentation was made 
by E. G. Harris, a member of the board of governors. 

Ambrose H. Higham, who is chairman of the code com- 
mittee of the Utah state association, and a member of the 
board of governors of the Salt Lake association, reported 
that prospects were favorable for the passage of the bills 
providing for the state plumbing code and examination of 
masters and journeymen. He reported that Dr. T. B. 
Beatty, state health commissioner, was actively supporting 
the measure. 

Among the guests were E. O. Moe, Henry G. Blumen- 
thal and A. E. Buckley, of Provo, all three being either 
past or present officers of the Utah state association or 
the Utah County Association of Sanitary Engineers. Par- 
ley G. James, president of the: Salt Lake association, pre- 
sided. 


| 
Hold Annual Dinner in Washington, D. C. 


The annual dinner-dance of the Washington, D. C., As 
sociation of Master Plumbers was held February 21 at the 
Wardman Park Hotel. The affair is one of the outstand- 
ing events in Washington, and was well attended, over 
350 being seated. The ballroom was attractively deco- 
rated, and balloons, whistles and hats kept the gathering 
in a happy frame of mind. Music and singing, as well 
as entertainment, featured the evening, after which the 
tables were cleared away and dancing enjoyed. 

Those at the head table were: F. Kohler, president o! 
association; A. R. MceGonegal, chief plumbing inspector; 
George Scavidge, manager Noland Co., Washington, D. C., 
branch; S. E. Childs, president, Arlington County, Va. 
Master Plumbers’ Association; Thomas Evans, vice chair 
man; George Cross, Jr., chairman. 

tach lady received a box of powder and a bottle of per 
fume. Cards were placed at the plates of the ladies to 
sign as a means of starting a ladies’ auxiliary, and fort) 
two ladies signified their willingness to have one formed 

The committee in charge of the affair was comprised 
of: George J. Cross, Jr., chairman; Thomas B. Clark, 
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vice chairman; Joseph E. Heffron, treasurer: David H. 
Alsop, Robert J. Barrett, John M. Beane, Paul J. Bauer, 
Frank Bentley, Maurice J. Colbert, Frank Cole, George R. 
Eberly, Elmon J. Ewing, Henry C. Eslin, Jules C. Flood, 
Walker L. Gary, Herbert R. Grinder, William B. Haislip, 
Harry B. Hilton, Frank A. Kerr, Fred W. Koehler, Julius 
EK. Leins, William E. Miller, P. Monaco, Joseph E. McGor- 
lick, William E. Owens, Carl E. Rabbitt, Arthur Snowden, 
Harry A. Scroggins. 


sf 


Appoint Committees for Illinois Association 

At a recent meeting of the board of directors of the IIlli- 
nois Master Plumbers’ Association, committees to carry 
out the plans of the association for the following year were 
appointed. John L. Robertson, of Mason City, leads the 
legislative committee as chairman, and he will be assisted 
by the following members: Lee McDonough, of Watu- 
kegan, Seward Best of Quincy, D. E. Greig of Springfield, 
and C. D. Brownell of Champaign. William F. Hildeman 
of Chicago Heights is chairman of the conference com- 
mittee, whose members are Seward Best of Quincy, 
Charles A. Dreier of Chicago, and Fred Flader of Evans- 
ton. 


Henry T. Strenger of Lake Forest, president of the state 
association, is also chairman of the educational commit- 
tee. Its other members are Howard Moran of Highland 
Park, E. L. Heister of Harrisburg, George W. Ernst of 
Quincy and Henry Oekel of Morton. The organization com- 
mittee will be led by Melvin L. McKay of Rock Island, first 
vice president. It is composed of Thomas J. Wooters of 
Champaign, Walter Rushing of Benton, Fred V. Hayner 
of Freeport, and Cody R. Holmes of Decatur. Dick John- 
son of Champaign, a retiring president of the association, 
is chairman of the publication committee, which is com- 
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R. H. Anderege, La Crosse, Wis., and T. R. Johnson, both of 
The Trane Co.; 0. W. Armspach of Chicago; Paul D. Close, 
technical secretary of A. S. H. V. E.; and P. D. Bennett of 
The Trane Co., Chicago. Photo taken at the annual meeting 
of the American Society of Heating and Ventilating Engineers 


posed of Henry T. Strenger and William F. Hildeman. 
Fred R. Bailey of Rockford, another vice president of the 
organization, is chairman of the apprenticeship committee. 
His fellow committee members will be John Calnan of 
Chicago, Charles D. Harris of Chicago, A. R. Swanson of 
Evanston, and W. T. Holmes of Urbana. Dick Johnson 
will also serve as chairman of the research committee, and 
will appoint the other members of his committee. 


. 
To Hold Annual Dinner Dance 


The annual dinner-dance of the Master Plumbers’ Asso- 
ciation of the State of Maryland is to take place on Mon- 
day, April 1, at the Lord Baltimore Hotel. William F. 
Mylander is chairman of the committee arranging the af- 
fair. 

® 

The Ashland Plumbing & Heating Corp., Ashland, Ky., 
has been incorporated by H. N. Lewis, Kerna Conley, and 
August Siems. 
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P. E. C. 
RADIATOR HANGERS 


The use of P. E. C. Radiator 
Hangers eliminates hard work 
and trouble. They can be easily 
installed as one bolt is all that is 
necessary to secure them firmly 


Adaptable to all types of wall 
column and tube radiation. 


Adjustable quickly 2% inches. 
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Ask your jobber to supply you. 
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THE NEW SPEEDLOK 
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Domestic Engineering Catalog Binder 







The SPEEDLOK is a quick operating catalog binder 
designed to fit reprints of catalog pages in “Domestic 
Engineering Catalog Directory” as well as all other catalog 
pages that conform to the standards adopted by the plumb- 
ing and heating industries. 


Easy and speedy operation are special features of this 
binder. A slight pull on the concealed bar under the top 
cover unlocks mechanism when sheets are inserted. 
Equipped with bar for removing sheets when changes are 
made. 

Minimum capacity 1144 inches. By simply unscrewing 
extension posts capacity can be extended to 24 inches. 
Works perfectly for all requirements—either a few sheets 
or filled to capacity. 


Covers are bound in heavy hlack Levant Grained Fabri- 
coid, semi-flexible, very durable and attractive looking. 


Price of binder—$3.00 each. Prices on quantities on application. 


For Jobbers’ Salesmen— 


The loose-leaf system reduces to the minimum 
the bulk and weight of catalog material required 
by the salesman. Only matter actually required 
tor selling purposes need be carried in the binder. 
It does away with the necessity of carrying 
entire catalogs, booklets and circulars of various 
sizes and shapes. 


Salesmen using the loose-leaf system have a 
great advantage over men not using this equip- 
ment—to say nothing of the added convenience, 
time and labor-saving features. 


With a modernly equipped loose-leaf binder, 
the salesman can present his products in a more 
comprehensive manner than it is possible to 
accomplish by the old methods. Having all his 
material up to date in compact form and easily 
available, he can show latest specifications, 
answer questions or quote prices more readily. 


Especially designed for the standardized catalog page 
adopted by the plumbing and heating industries 


To unlock Binder—Pull out slide 
bar in top wing. Top cover will 
immediately fall back. 
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back over the posts—be sure posts 
fit in the holes in the top wing—then 
push in slide bar. 


Separate the sheets where desired 
and slip sheets off the posts. Take 
out sheets or put in new ones as | 
desired. These three moves take but 
a few seconds. Each operation is a 
natural one. 





To increase or to decrease the capacity 
of the binder is a simple operation. 
The two posts are so constructed that 
they can be easily raised or lowered 
to meet the height requirements. 
Binder posts can be extended from 
11% inches to 2% inches. 








For Plumbing and Heating Contractors— 


Many master plumbers and steamfitters assem- 
ble working catalogs from standardized catalog 
sheets filed in binders. 


Domestic Engineering is in position to furnish 
without charge, upon request, loose sheets— 
which are reprints from catalog pages appearing 
in “Domestic Engineering Catalog Directory”— 
of several hundred manufacturers. They are 
standard catalog page size—10°¢x81%4 inches— 
are printed on a good grade of light paper and 
punched according to the standard adopted by 
the plumbing and heating industries. These 
sheets fit the SPEEDLOK binder. 


When orders for binders are accompanied by 
requests for Directory reprints the binders will 
be equipped with the sheets desired and shipped 
complete. 


Write for full details regarding loose sheets 
and binders. 


Domestic Engineering Company 
(Directory Dept.) 


1900 Prairie Avenue 


Chicago, Illinois 
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Heater Men Talk to San Francisco Masters 

Another open meeting, to which non-members were in- 
vited, was held by the San Francisco master plumbers 
at their association headquarters, 110 Page street, Friday 
evening, February 15, when close to one hundred master 
plumbers listened to two talks on water heaters by exec- 
utives of the EverHot Heater Sales Co. Following a 
brief address of welcome by President William J. Mon- 
ihan, J. J. McLeod was asked to occupy the chair, Mr. 
McLeod, in turn, introducing the first speaker of the 
evening, T. E. Johnston, general manager of the sales 
company’s Northern California territory. 


C. H. Miller, sales manager for the concern, made a 
comparison when he said: ‘Just suppose you are a pros- 
pect for a water heater. When you enter some plumbing 
shops and ask ‘What is the best water heater?’ they 
usually tell you ‘Oh, we handle three or four makes.’ 
And, further, whatever sales are made, result not from 
an actual demonstration or the showing of the goods, 
themselves, but from catalogs, pictures and the like. 


“But it’s a different matter,’’ continued Mr. Miller, 
“when the prospect steps into the showrooms of any 
public utilities corporation. You ask ‘What is the best 
water heater?’ to which the salesman replies promptly, 
‘Just step this way. This is the best heater or we wouldn’t 
be handling it.’ The prospect stands before the heater, 
turns the cock and feels the hot water coming out. The 
sale is made then and there.’’ 


The evening was concluded by the serving of a delicious 
supper in the association’s banquet rooms. 


® 


Jersey City Masters Hear Talks at Banquet 

The Master Plumbers’ Association of Jersey City, N. J., 
entertained at a banquet on the evening of January 21 in 
the Masonic Club of that city. The affair was presided 
over by Louis S. Komoski, chairman of the entertainment 
committee. 

Arthur Potterton, a member of the board of commis- 
sioners of Jersey City, upon being presented by the chair- 
man said: ‘‘With the master plumbers’ association and 
the city government both co-ordinating closely, Jersey 
City is constantly being made a better city in which to 
live.”’ 

William N. Chesnut, president of the New Jersey State 
Association of Master Plumbers, praised the co-operation 
that is being shown among the master plumbers, whole- 
salers and manufacturers as a solution to the problems 
that confront the industry. The state president also spoke 
a few words of commendation regarding the women’s aux- 
iliary in connection with the scholarship work which it is 
doing. 

Charles J. Samuel, state secretary, spoke of the prog- 
ress made by the Jersey City association during the past 
twenty years, at the beginning of which (1909) he at- 
tended his first meeting. Mrs. Samuel, state president of 
the auxiliary, with a few words of greeting, gave expres- 
sion to her happiness at being present. 

Among the other speakers were Edward M. Robinson, 
president of the New Jersey Chapter of the National Asso- 
ciation of Plumbing and Heating Salesmen; E. L. Moore, 
field secretary of the New Jersey association; B. Joseph 
O’Donnell, Plumbing and Heating Industries’ Bureau; 
Harold Thompson, New York manager of the Oster Mfg. 
Co., Cleveland, O. Each indicated his gratification at be- 
ing present and Mr. O’Donnell brought the greetings of 
the bureau. 

A number of entertainment features were presented 
during the evening. Aside from the efforts of a number 
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Stories } 


Illustration 
shows the high- 
est garage in the 
world. It has 24 
stories and has a 
capacity of 1,000 
automobiles. 
There are three 
2-car elevators 
which run to the 
top floor in 24 
seconds. Cars are 
automatically 
taken on ele- 
vators at street 
level and auto- 
matically re- 
moved by anelec- 
tric parker. 
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In the heating 
system of this 


garage there are Kent Garage, New York 
234 Type E Jardin, Hill & Murdcck, architects 


SARCO 


RADIATOR TRAPS 


In addition all unit heaters and drips are equipped with 
Sarco combination float-and-thermostatic Steam Traps. 


The larger and more important the building is, the greater 
is the responsibility of selecting its equipment. It is in 
buildings of this type that you will usually find Sarco Traps. 
For architects, engineers and contractors know that Sarco 
Traps have given dependable service for years and years 
and that they are backed by an old, responsible concern 
who ‘‘make good”’ promptly, without question or quibble, 
if ever needed. 


Let us send you our Catalog M-110 


SARCO CO., Inc. 


183 Madison Ave. New York, N. Y. 


Boston Chicago Detroit Pittsburgh 
Buffalo Cleveland Philadelphia St. Louis 


Peacock Bros. Ltd., Montreal 
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Picture taken at the dinner-dance of the Jersey City Master Plumbers’ Association 





of professional entertainers at the instigation of James T. 
Brennan, Robert Jones of Garrett & Callahan Co., Newark, 
N. J., rendered a number of solos. The Montgomery 
Plumbing Supply Co., Jersey City, had the Bayonne Police 
Quartet present. This noted troupe presented a number 
of vocal selections. Dancing took up the balance of the 
evening. 

Miss Margaret Bailey, secretary of the Jersey City 
Women’s Auxiliary, was presented with a brief-case, the 
gift of Louis S. Komoski, and Louis C. Kull received a 
remembrance from the Jersey City Women’s Auxiliary. 
The presentations were made by Mr. Brennan. Favors 
were distributed by the Thatcher Co., Newark, N. J., and 
fiowers and vanity cases were presented to the ladies by 
the association. The Hetzler Co., Newark, N. J., also dis- 
tributed favors and balloons from ‘‘Domestic Engineering’”’ 
were in evidence. 

Mr. Komoski was assisted with the preparations for the 
function by John A. Ward, Henry A. Cohendet, Valentine 
Ringle, John T. Edge, James T. Brennan, John J. Cor- 
coran, Richard Entwistle, Charles Werner, Abraham M. 
Aronson, William F. Bailey, John J. McCarthy, James J. 
Conlin, Louis C. Kull, Joseph Schneiderman, Harry P. 
Sharrock, Anthony A. Marzullo, Joseph A. Mulcahy, Jr. 

2 
Plumber’s Team Breaks League Record 

The bowling team of the Edward Joy Co., master 
plumbers and heating contractors of Svracuse, N. Y., broke 
their league’s record recently when the bowlers rolled a 
total of 3,346 in three games. The Joy team stands sixth 
in the Syracuse league, which is composed of sixty teams. 

* 
Philadelphia League Opening First 1929 Exhibit 

Arrangements have been completed by the Plumbing 
and Heating Development League of Philadelphia, Pa. 
for the opening of the first Community Exhibit for 1929. 
The store which is to house the display for two months is 
at 1619 Chestnut street, in the heart of the business cen- 
ter of Philadelphia, and represents approximately 5,000 
square feet of floor space. Plumbing and heating mate- 
rials of every description in which home owners are likely 
to be interested will be elaborately displayed. A group 
of four salesmen has been engaged to make house-to-house 


canvasses and, whenever a prospect has been sold the idea 
of installing new fixtures, a master plumber or heating 
contractor will be called in to figure the job. The jobs 
are to be allotted in wards, in the sequence in which the 











:" 





names of master plumbers are drawn, so that each mem- 
ber will be assured equal opportunities. 

Literature relative to the show room and the products 
on display has been prepared. The plan calls for the dis- 
tribution of 40,000 pieces by hand. Master plumbers are 
to have 10,000 pieces, together with invitations and free 
tickets for mailing and then, if conditions warrant it, di- 
rect mail methods will be followed by the league office. 
There are to be twenty-five prizes awarded. Each day one 
of the salesmen will be on the floor of the show room to- 
gether with alternate master plumbers. 

There is a room in the back of the store in which week], 
meetings are to be held, at which sales talks by representa- 
tives of manufacturers and wholesalers are to be given. 
The league has also arranged to have a man selling book- 
keeping systems to members. He will install the system 
and from time to time check up to see that it is function 
ing properly, the only cost to the contractor being for the 
system itself. This is the first of a series of five stores 
that are to be opened in various sections of the city during 
the year. 

@ 
Utah Masters Propose State Code 


Some pertinent arguments stressing the necessity of the 
adoption of a state plumbing code in Utah, are now being 
advanced to the legislature of that state by the code com- 
mittee of the Utah State Association of Sanitary and Heat- 
ing Engineers, of which A. H. Higham, past president, is 
chairman. Under the present laws and regulations, tlie 
state board of health has only limited authority and juris- 
diction over the installation of plumbing materials, water 
supply and sewage disposal, with practically no super 
vision in the rural districts. 

As part of its argument the committee presented to th 
legislature an excerpt from the report of the subcommittes 
on plumbing of the Building Code Committee of the United 
States Department of Commerce. 

The committee further pointed out that, under the pr: 
ent laws of the state, the cities have sanitary regulation 
because of ordinances which these cities have passed and 
plumbing inspectors are employed to enforce these ordi 
nances, but outside of the corporate limits of these cities 
no inspection is required with the result that in many 
cases the health of the occupants of buildings is jeopard 
ized through faulty installations. 

The committee points out that the following states has 
adopted plumbing laws or codes: Oregon, Colorado, W): 
consin, Iowa, Louisiana, Arkansas, Indiana, Ohio, Pen! 
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sylvania, Maine, Maryland, Florida, District of Columbia, 
and that the following are considering the adoption of 
codes: Illinois, Virginia, Washington, Texas, West Vir- 
ginia, New York, North Carolina, Connecticut, Tennessee, 
South Dakota and Minnesota. 

In advancing the companion bill providing for the is- 
suing of certificates of competency to master and journey- 
man plumbers, the committee states that the following 
crafts and professions are now compelled to be qualified 
by examination or license before being permitted to prac- 
tice in the state of Utah: architects, barbers, chiropractors, 
cosmeticians, dentists, doctors, embalmers, hair dressers, 
insurance men, lawyers, nurses, optometrists, osteopaths, 
pharmacists, public accountants, real estate agents, and 
veterinarians. The committee asks if the legislature does 
not consider the plumber as important to health as any 
of the others, and what would happen if the others were 
allowed to operate without qualification or responsibility. 

In showing the necessity for additional regulation in 
cities of the first and second class, the committee states 
that under the present system in the cities, anyone can 
engage in the plumbing business, provided they take out 
a merchant’s license and give a bond to indemnify the city. 
There is no penalty attached to the improper installation 
of plumbing fixtures in these cities, except that, if dis- 
covered, the inspector will require that the work be re- 
moved and done in a manner conforming to ordinance. If 
the proposed bill were to become a law only plumbers 
who were competent would be permitted to carry on and 
engage in the plumbing business. 


* 
Auxiliary Lauded at Trenton Banquet 


The occasion of the annual banquet of the Trenton 
Master Plumbers’ Association, Trenton, N. J., held Feb- 
ruary 6 at the Hotel Hildebrecht, that city, gave William 
N. Chesnut, president of the New Jersey state association, 
upon being presented by Thomas J. Kerwick, president o1 
the local organization and toastmaster, another oppor- 
tunity to commend the women’s auxiliary for the work 
they have done in the matter of the scholarship fund. 
The state president termed their efforts the most con- 
structive he has observed in many years. He also out- 
lined the plans that are being worked out for the state 
convention, and commented on the gracefulness with 
which Trenton stepped aside to permit the annual state 
meeting to go to Elizabeth, N. J. President Chesnut re- 
quested that the officers be given the full support of 
all members in making this year’s convention bigger and 
more constructive than any before held. , 

Mrs. Charles J. Samuel, president of the Women’s 
Auxiliary of the New Jersey State Master Plumbers’ Asso- 
ciation, spoke a few words of gratification at being a 
guest, and thanked the ladies of the Capital City auxiliary 
for their hospitality as hostesses to the state board which 
had met in the afternoon. Charles S. Loveman, of Asbury 
Park, also gave an expression of his gratitude for havin 
been invited. Mrs. Fred L. Nitz, president of the Trenton 
auxiliary, greeted the gathering and expressed her hope 
that everyone would have an enjoyable time. 


William G. Royer of Trenton, said that the state Plumb- 
ing code had been put before the Senate on February 4, 
and is now designated as Bill No. 161. Mr. Royer urged 
every master plumber to get behind it and exert himself 
to the utmost in helping to make it a law. 

Dancing occupied the evening, which was interrupted 
by a request that Mrs. William G. Royer whistle, to which 
She replied with several unusually well rendered selec- 
tions. President Chesnut recited a poem which also was 
highly entertaining. The committee arranging the affair 
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| All Lead-Copper-Galvanized Iron | 


SIMPLEX AND JUNIOR 
FLASHINGS FOR EVERY 
ROOF CAN BE HAD IN 
EACH OF THE ABOVE 
METALS. 


Write for prices and full in- 
formation on the easily in 
stalled, durable SIMPLEX 
and JUNIOR Flashings. 











SIMPLEX MFG. CO. 
2644 N. Ashland Avenue 
Chicago, Illinois 











—-WARNOCK— 
TRIPLE WEAR 
WRENCHES 


WARNOCK 











For fine finish pipes, you cannot go wrong with a 
Warnock Triple Wear Wrench. They are quickly 
adjustable and never slip 


Get them from your jobber or write us. 











WARNOCK MFG. CO. - WORCESTER, MASS. 


SUSE cnynééd, Pumps 


Where a Taber standard 
SUMP, sewage, centrifugal, or 
rotary pump cannot be used, a 
Taber specially engineered 
pump will meet the require- 
ments. 


Put your pump problem up to 
pump engineers. Write for 


Taber Data Sheet and Bulletins. 


TABER 


TABER. PUMP CO. Est. 1859 





Fig. 1161 Taber Duplex 
ump Pump 











290 Elm St., Buffalo, N. Y. 

















Drinking Fountains that 
will supply water in a 
clean healthful way. They 
are built to stand the hard 
usage so common to this 
type equipment. 





Send for the catalog of 
our complete line 





—————— 





Fig. 375 





JONES HOLLOW WARE CO. 
BALTIMORE MARYLAND 
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Temperature Control 


With or 
Without 
Therm stat 00: view of pure: unit 





HE Clarage Type D Duplex Unit Heater is 

furnished with two motor driven propeller fans 

and with an Aerofin heating element giving twice 
the heating capacity of the single Type D Unit. 


With this Duplex unit, temperature regulation can be 
secured in two ways: either one fan can be automatically 
controlled by thermostat (the other fan operating con- 
tinuously), or you may dispense with thermostats entirely 
and start and stop one or both fans manually as more or 
less heat is required. 


When only one fan is in operation, short circuiting of 
heated air is prevented by a baffle inserted between the 
fans and extending from back plate to heating coils. 


This new Clarage design means uniform heating, whether 
you operate at half or full capacity——no cold spots as 
occur when part of the heaters are shut down entirely. 
It means a big saving in traps and connections and in 
thermostats. 


Before you buy heating equipment for any factory, 
mill or garage need, look into this new Clarage develop- 
ment. Nowhere else can you find such desirable flexi- 
bility for such a small investment. The Type D Duplex 
Unit Heater is extremely low priced. Write for our new 
Bulletin. 


CLARAGE FAN COMPANY 
Kalamazoo, Michigan 


Sales Engineering Offices in Principal Cities 


CLARAGE 





Unit Heaters 
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was C. M. Jeffries, Fred L. Nitz and John Mickels. 

An impressive ceremony was enacted as soon as the 
guests were seated at the banquet when Edward M. Robin- 
son, president of the New Jersey Chapter of Plumbing and 
Heating Salesmen marched across the floor under escort 
with a large silk American flag, on the staff of which was 
mounted a gilded eagle, and with a brief, appropriate 
speech on behalf of his organization presented it to Mrs. 
Samuel to be used by the state auxiliary. She responded 
with a profuse utterance of genuine gratitude, and said 
that the presentation would serve to make even greater 
the bonds that drew the two organizations engaged in 
similar work close together. 


o 
To Hold Outdoor Home Show in Chicago 


The ninth annual Chicago “Own Your Home” Show, 
at which manufacturers of plumbing, heating and venti- 
lating exhibit every year, is to be held from April 27 to 
May 11, inclusive. Instead of holding the exposition 
within an enclosed building as in former years, the ex- 
hibits will be on a plot of ground just east of Michigan 
avenue, between Chicago avenue and Pearson street, 
where the entire exhibit is to be built. 


* 


Report Bureau Activity in Southern California 

The advisory board of the Plumbing and Heating Indus- 
tries Bureau for the District of Southern California, of 
which Charles M. Swinnerton, of Los Angeles, is chair- 
man, held its quarterly meeting recently. The feature of 
the meeting was the report on the activities of the bureau, 
submitted by John R. Denning, district manager. This 
covered the activities of Mr. Denning’s office for the period 
from September 1, 1928, to and including January 31, 
1929. The following excerpt from this report gives a pic- 
ture of what the bureau has accomplished within this 
period. 


The excerpt follows: 
Contact Record 





Total Indiv. Visits to 

Meetings. Attendance. Shops. Wh.&Mfg. 

September .......... 11 310 31 10 

ee 10 302 75 36 

ae oe 7 111 46 23 

December .......... 6 104 84 24 

|. SE 11 386 77 22 

eee 45 1,213 313 115 
Grand total persons contacted..............e06. 1,641 
TE BOTSES BUDOCMSIOMM s doc cccccdeccvecveveds 20 
ee ee Ss o'n. 6 i as 04s Koo O eR KOs 17 
Meetings with wholesalers and salesmen....... 4 
Addresses before civic clubs............ccceesee 4 

We have assisted 18 establishments to opening places of 


business on the street, or changing to better locations; 27 ad- 
ditional establishments in starting individual advertising 
campaigns in newspapers; group advertising by plumbers’ as- 
sociations in 4 cities; 31 establishments in launching mail ad- 
vertising campaigns; 7 establishments in re-arranging floor 
plans; installed 20 additional cost accounting systems and 
gave assistance to many others in checking over their records 
and revising their present systems. 


In addition to the above the report states that a modern- 
izing campaign, through the co-operation of the San Diego 
Chamber of Commerce, has been instituted in San Diego 
and a temporary budget of $20,000 now is being sub- 
scribed for this purpose. A similar movement is under 
way at Santa Ana, and the Chamber of Commerce in that 
city has become interested. 

One interesting feature of Mr. Denning’s work, under- 
taken by him upon recommendation from the advisory 
board, was to enlist the assistance of the manufacturers 
and jobbers in an endeavor to find isolated cases where the 
aid and assistance of the bureau were needed. For this 
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purpose the salesmen of these concerns were provided with 
cards, accompanied by a request that wherever the sales- 
man felt some assistance was necessary, the card should 
be filled in with the name of the customer for whom help 
was asked, with suggestions as to the character of the 
help deemed necessary. This system of securing informa- 
tion has been in effect for about sixty days and already 
more than 200 cards have been received at the bureau 
office. 


© 
California Trade Body Plays Golf 


Rolling, green fairways, no wind, and the tonic of warm, 
early spring sunshine was the combination too enticing 
to be resisted on the morning of February 15 when the 
golf section of the Plumbing and Heating Club of San 
Francisco and the bay cities motored down the peninsula 
to the Lake Merced Golf and Country Club. Although 
none of the club monthly tourneys have had to be post- 
poned on account of adverse weather conditions for close 
to two years, the day was so fine that it brought out 
many members who have not been teeing off regularly 
with the crowd every month. Chief among them were 
Thomas F. Leary, San Francisco manager for the Mueller 
Co., Benjamin F. Blair, holding similar position with 
the Standard Sanitary Mfg. Co., W. Allen Taylor of the 
Wheeling Steel Corp., who has recently recovered from 
a prolonged illness, and others. 

The Lake Merced course, characterized by some as 
being difficult, has plenty of long four-par holes, unex- 
pected traps and a narrow fairway in places. In short, 
it is a course that has to be played regularly before a 
man can expect to get low scores. Jackson Noble shot 
his usual steady game, the driving of Carl Marsh was 
excellent, and M. Greenberg’s approaches, as indicated by 
his score, were very pretty. 

Play among the Class A division resulted in a three-way 
tie between Thomas Douglass, Frank Klimm and W. 
Allen Taylor, each having a low net of 83. This tie will 
be played off at the next tournament. Among the Class B 
men, Thomas F. Leary’s 79 card was the best. Morris 




















Top row: J. V. Young, W. Allen Taylor, J. J. McLeod and J. 

W. Forsythe. Middle row: Carl J. Marsh, A. G. Atwood, Jack 

Camp and Stewart Greenberg. Bottom row: Robert Allman, 

Cc. C. Anderson, William Rowe and R. Sbarboro. Photos taken 

at the recent tournament of the Plumbing and Heating Club 
of San Francisco 
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KELLOG 


COMPRESSORS 





G-— 


Viility -P ortability ~ Economy 


Kellogg Paint Spraying Equipment for painting 
hot water and steam radiators, pipes, and similar 
objects that cannot be painted in the spray 
booth. 





KELLOGG 
Spray Equipment 
Outfit No. 1 


Price Complete 


$9995 


A complete outfit . . . compressor, spray gun, 
and hose . . . weighing less than 36 pounds but 
big enough to do a real job of paint spraying. 
Driven by a universal motor, ready to plug 
into a 110-volt lamp socket anywhere, this 
outfit is as portable as a can of paint and a brush 
but will do two or three times as much work 
and do it better. 





The compressor incorporates all the famous 
Kellogg features . . . patented lubrication, over- 
size bearings, and leak-proof rings. 


KELLOGG 


Utility Paint 
Spraying 
quipment 





) =< Price Complete 
™ al 


Weighing but 39 pounds, can be carried any- 
where and work started from the nearest light 
socket. Employs all the principles used in 
higher-priced equipment and insures a smooth, 
even finish. Practically any paint material can 
be used, including spraying lacquer, brushing 
lacquer, oil paints, cold water paints, and 
metallic paints . . . such as bronze, gilt, etc. 


Consists of a real compressor with all necessary 
fittings; operated by 14 horsepower motor: 
suction feed spray gun giving perfect atomiza- 
tion without spattering; 15 feet of hose; 10 feet 
of electric extension cord. 


Write us for literature explaining both 
of these outfits in detail. 


KELLOGG MFG. CO. 


121 Humboldt St. Rochester, N. Y. 
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STRENGTH 





Wade floor drains 
and backwater valves are 
made to stand up. Once installed, they 
will give satisfaction without attention for years. 
Our reputation has been built on this principle. 


WADE IRON SANITARY MFG. CO. 
551 Fulton St. tt Chicago, Il. 
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PRESSUR Exe SPECIAL, 


BLACK €. GALVANIZED - 








RIVETED & WELDED 


PENNA. RANGE BOILER CO. 
24th and Washington Ave., PHILADELPHIA 























Tank Fittings of Quality 


isso **McSHANE”’ 10929 


The ORIGINAL Compound Lever 
Ball Cock. Elevated, Low-Down, 
Top and Bottom Supply Tank 
Levers and Valves. 


McSHANE 
BELL FOUNDRY CO. 
Baltimore, Maryland 
































Style “A”’ 


VANDERMAN 


Steel Tool 
Chest 


Made to stand the hard 
work and abuses that 
the years bring. This 
chest will protect your 
tools and save you time 
and trouble. 


Why not write and let 
us tell you about it? 














Manufactured and for Sale by 


THE VANDERMAN heeenetthetintarceataaiaiaines COMPANY 


Willimantic - Connecticut 




















Top row: Clarence Drucker, Thomas F. Leary, Ans. Dalziel, 

William J. Turner, Thomas C. Douglass. Bottom row: Frank 

J. Kliimm, Robert Lees, Jackson Noble, C. P. McCarthy and 

H. Porter Wilson. Photos taken at the recent tournament of 
the Plumbing and Heating Club of San Francisco 


Greenberg copped the honors in Class C, with a 71 net. 
There were no Class D entries. 


Gross. Hdcp. Net. Gross. Hdep. Net. 
Allman .... 105 15 90 Anderson .. 112 25 87 
Atwood .... 113 31 82 a 110 28 82 
So 110 28 82 Dalziel ..... 106 16 94) 
Douglass .. 92 9 83 Drucker ... 125 35 9) 
Forsythe .. 123 35 88 fee |) 23 43 
Greenb’g, M. 97 26 71 Hoopes ..... 132 21 111 
Leary ...... 102 3 79 OO ee 103 3 9() 
BETO 6icces 306 16 88 McCarthy .. 103 22 8] 
McLeod .... 117 22 95 ED 6.6«2008 Bee 25 88 
i, | Se 100 18 82 Pierce ..... 106 23 83 
26 4.«e00 101 21 80 SOOT cccer 7 14 83 
Wilson .... 105 16 89 Mee «cece 100 14 86 
Turner ..... 105 23 82 Pomerene .. 115 23 92 
aS 99 16 83 Pre 86 (Guest) 
Greenb’rg, 8S. 118 (Guest) Sbarboro ... 112 (Guest) 

te 


Philadelphia Masters Hold Ladies’ Night 

The annual ladies’ night of the Master Plumbers’ Asso- 
ciation of Philadelphia was held at McCallister’s Audi- 
torium, Monday evening, January 28. President M. J. 
Feeney welcomed everyone present. While dinner was in 
progress, songs were sung and an orchestra played. 

President Feeney called on the guests of the association 
for a few remarks. The first being Plumbing Solicitor 
Joseph Dugan, who complimented the association for its 
untiring efforts in seeing that the public received first- 
class work from registered plumbers. David Sanderson, 
vice president of the Pennsylvania state association, spoke 
briefly on the Pennsylvania state code, and urged every 
plumber to co-operate to “protect the health of the nation 
and the health in every American home.”’ 

George Wobensmith, of the Hajoca Corp., told of the 
progress being made in Philadelphia, outlining briefly the 
development league plan. A letter of regret from Na- 
tional Vice President John A. Quinn, who was attending 
a meeting in Chicago, was read by Mr. Feeney. Past State 
President James H. Lutz, Jr., of Harrisburg, and State 
Secretary Chris Bachofer, of Reading, were also introduced 
and spoke a few words. Herbert Packer, chief of the bu- 
reau of housing and sanitation, urged the members to keep 
up their good work, and said that it was bearing fruit 
M. L. Dilks, president of the Philadelphia Suburban Master 
Plumbers’ Association, brought greetings from his asso- 
ciation. President Feeney presented Mayor H. A. Mackey, 
of Philadelphia, who received a rousing reception from 
all attending. He spoke highly of the master plumbers 
association and outlined the building program which is 
planned for the city. Alex Murdock, director of public 
works, spoke on co-operation. John Hartman, manager 
of Plumbing and Heating Development League, was intro- 
duced, as was George F. Uber, a charter member of (the 
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association, and appointed on the mayor’s committee of 
300 business men to study conditions in Philadelphia, Mr. 
Uber to represent the plumbing industry. 


* 
Hold Thirty-Third Banquet in Newark 


The thirty-third annual banquet and ladies’ night of the 
Master Plumbers’ Association of Newark, N. J., was held 
at the Elks Club on February 9. Herman E. Baumgartner 
is president of the association and W. P. Helgard acted 
as toastmaster. John A. Quinn, of Philadelphia, vice- 
president of the national association, stated that at a re- 
cent meeting he attended in Chicago it was told him that 
there is no trade organization that can compare with the 
National Association of Master Plumbers. He said that 
contact with all branches of the industry is obtained 
through the affiliations of the state and national associa- 
tions, and that now it is all the more necessary to bind to- 
gether a little closer. 

John F. Murray, director of public affairs of Newark, 
commended the work of the plumbers in Newark, and 
stated that their co-operation with the city government 
left nothing to be desired. John Howe, director of reve- 
nue and finance in Newark, stated that the work of the 
Newark association is a credit to the city. 

There were a number of delightful entertainment fea- 
tures including singing and dancing acts during the eve- 
ning. After an enjoyable dinner there was dancing until 
a late hour. The entertainment committee consisted of 
Fred J. Engelberger, chairman; James N. Sheridan, Otto 
R. Groel, Joseph Miners, Joseph C. Turbett, Max B. Cohen, 
August Struening, Max J. Mayr, and Herman E. Baum- 
gartner, ex-officio. 


sf 
B. Y. Kinzey Resigns as Richmond Secretary 


The resignation of B. Y. 
Kinzey, for the past four years 
executive manager of the Mas- 
ter Plumbers and Heating As- 
sociation of Richmond, Va., 
Inc., has been accepted to 
take effect March 15. The or- 
ganization has appointed R. H. 
Griffin to succeed Mr. Kinzey, 
who has been made executive 
manager of the Heating and 
Piping Contractors Cleveland 
Association. Mr. Griffin is a 
graduate of Randolph-Macon 
College, and for eight years 
was on the staff of the Rich- 
mond Times-Dispatch. He re- 
ported for duty with the asso- 
ciation on March 1, and will 

B. Y. Kinzey work with Mr. Kinzey until 
the latter goes to Cleveland. 

Mr. Kinzey is delaying the change so he can continue 
with his work in making preparations for the annual con- 
vention of the Virginia state association. 

5 


Maryland Association to Exhibit at Home Show 

The annual Better Homes Exposition that is sponsored 
by the Real Estate Board of Baltimore, Md., is to take 
place in that city from April 14 to 21 at the Fifth Regi- 
ment Armory. 

The Master Plumbers’ Association of the State of Mary- 
land has reserved five booths for the exhibition of plumb- 
ing fixtures, and has appointed a committee, with Samucl 
i. Houck as chairman, to make all necessary arrange- 
ments, 
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Bead Chain 
is 
a Profitable 
Replace- 
ment Item 
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drains. All sizes and 
lengths 


4 5 

: me: 

xa wu FLAT STEEL SEWER RODS 

= 2 z Spear Point and ; 

= a 

a¥ Ow ERCAUSIVE COLEMAN PATENTS 
VJ 

92 ~O 

a x 

Zo Uv 

O27 or 

vé v 

w @ wO Flat Steel Sewer Rods 

52 5 for cleaning out 

za Zz straight sewers or 


Improved Cups for 
general use. Highest 
grade gum rubber. 
Unusually strong. 2 





S.ve STRANO AEG 


Coleman Improved 
Lead Joint Runner. 
All seizes. 


sain Div i» Allan J. Coleman 


made of one 

piece of heavy 

galvanized 208 N. Wabash Ave. 
iron. For dip- 
ping siime Chicago, III. 
from man- ’ 
holes. Very 
efficient. 
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SANITARY MFG. CO. 


Wheeling, W. Var 





High Grade Plumbers 
are —Two-Fired 
Vitreous China 


Plate 100-E Lavatory on 
Pedestal. Two sizes— 
24x20 inches and 26x22 


inches. 

Plate 126-E “‘The Tran- 
qguil”’ all white Syphon 
Jet Water Closet Com- 
bination, including— 
Plate 125-E concealed 
jet syphon, to rough 
in at 12 inches: Plate 
218-E large size tank, 
with special fittings. 

Reference — Domestic 
Engineering Catalog 
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Simple to install 
and operate, 
noiseless, trouble- 
free and capable 
of long years of 
service — 
KALAMAZOO 
WATER 
SUPPLY 
SYSTEMS 
Through your jobber or 


write us direct for full 
information and prices. 


NATIONAL 
WATER LIFT CO. 


Kalamazoo, Mich. 
































Big Money in Plumbing 
for Trained Men 


The trained plumber—the skilled man who knows why and how—is the one 
who makes the big money in plumbing. Now you can fit yourself for this 
high pay surely and quickly. 

The long, tedious starvation route of apprenticeship in learning plumbing has 
been replaced by the practical scientific plan of short concentrated training 
at this recognized accredited school. 


eer Fit Yourself for High Pay in 8 to 12 Wks. 
METHODS 


Master In- 








Why spend years at haphazard daily grind trying to learn what you can 


structors master thoroughly here in 8 to 12 weeks? Come to the world’s greatest 
ew won heck school—-the only institution of its kind. We teach you with tools not books) 
matheds ¢n under licensed Master Plumbers in one of the finest equipped schools in 

; America. We make you a skilled licensed Plumber, every branch is taught 


actual jobs. 


Yeu werk thoroughly—lead work—Blue Print for plan reading—all other tricks. 








with tools un- If you are not making top wages, you owe it to yourself to investigate. 
der ex pert Get free catalog that tells in pictures and words how we teach this trade 
supervision, Amazing low tuition offer. Write today 
rapidly ac- 
quire scien- 
tific skilled UNIVERSAL PLUMBING SCHOOL 

| snc aed | 2180 Troost Ave. Kansas City, Mo 








o ro 
A) stitch in time 
An ounce of McDonnell & 
Miller prevention is usually 
worth about 100 pounds of re- 
placed boiler sections say noth- 
ing of labor costs. Let us send 
bulletin describing the only 


self-cleaning Duplex Feeder. 
McDONNELL & MILLER 


400 N. Michigan Ave., Chicago 


Self-Cleaning Duplex Feeder 




















Ohio Master Plumbers’ Con- 


vention 
The Ohio State Association of Master Plumbers held its 
thirty-eighth annual convention February 5, 6 and 7 at 
Mansfield. A report of the convention was published on 
page 163 of the February 23 issue of ““‘Domestic Engineer- 
ing.’’ The following is the conclusion of that report: 


CONVENTION REPORTS 

N his report on the year’s activities President Rowland 
| said that a new local had been established in Lorain, 
and that considerable work had been done in laying the 
foundations for the establishment of locals in a number of 
other cities. He also told of other work that had been ac- 
complished during his administration. The president’s re- 
port contained two recommendations, both of which were 
turned over to the resolutions committee. His recommen- 
dation that the publication of the association’s bulletin 
be continued was endorsed by that committee and also by 
the delegates. 

His second suggestion was that in the future the state 
vice president be a delegate to the national convention. In 
its report the committee explained that to bring this about 
it would be necessary to amend the constitution. How- 
ever, Mr. Rowland’s recommendation was well thought of, 
and so the election of delegates to the national convention 
was delayed until after the new state officers had been se- 
lected so that those who wished could cast their ballot for 
the vice president. 

Secretary-Treasurer Eb Ellen, of Cleveland, in his an- 
nual report, said that the association had 558 paid mem- 
bers. He reviewed the financial condition of the organiza- 
tion and also reported on his attendance at the Presidents’ 
and Secretaries’ Conference at Chicago. At another ses- 
sion Mr. Ellen read the minutes of last year’s convention 
and also a telegram from Portsmouth telling of nine new 
members in that city. C. W. Wilson, of Youngstown, and 
Edward Maurer, both of whom attended the conference, 
also expressed their appreciation for the splendid manner 
in which the meetings were conducted. 

Henry S. Blank, of Dayton, chairman of the special com- 
mittee, which has as its other members Oliver Hoffman, 
of Akron, and H. S. Crockett, of Springfield, told what had 
been done during the year. The purpose of this commit- 
tee is to bring in more members. Mr. Blank said that in 





Top picture: H. 8S. Saunders and R. J. Makarius, both of Day- 

ton. Bottom picture: H. S. Smith, Tod Pippenger and George 

W. Augstadt, all of Warren. Photos taken at the convention 
of the Ohio Master Plumbers’ Association 
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a number of instances the committee had found that the 
locals did not seem anxious to have new men enter their 
organization, and he mentioned some of the reasons given 
him by various associations for taking this attitude. 

William Haas said that the points brought out by Mr. 
Blank were the very things that in his opinion were hurt- 
ing the association. He feels that the association meet- 
ings are the best possible sources of information for a man 
just entering the plumbing and heating business. 

Edgar Burkhardt, of Portsmouth, Harry M. Wormley, 
of Columbus, and W. E. Antrican, of Mansfield, who com- 
prise the essay committee, had each prepared a splendid 
paper for reading at the convention. 

Charles W. Wilson, of Youngstown, chairman, reported 
for the publication committee, of which A. C. Eynon, of 
Canton, and Harry C. Smith, of Warren, are also a part. 

The report of the apprenticeship committee, which has 
as its members William H. Grabowsky, Charles F. Seifried, 
of Cleveland, and T. J. Graham, of Toledo, was read by 
Mr. Grabowsky. 


TALKS ON MERCHANDISING 


R. HERSKE, of Cleveland, formerly secretary of 
A the Heating and Piping Contractors Cleveland As- 
sociation and now with the American Radiator Co., New 
York City, delivered an interesting address on merchan- 
dising. The speaker used the druggist as an example to 
show how the merchandising idea is taking hold in all in- 
dustries. 

He said that the druggist had formerly concerned him- 
self only with the filling of prescriptions, and, when sick- 
ness reached a low ebb during the summer months, he had 
little to do but wait for winter to come around again. Now, 
he pointed out, the modern druggist has installed a soda 
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fountain to take care of the summer slump, and, while in 
the opinion of some of the old timers this move has low- 
ered the dignity of the profession, it nevertheless has re- 
sulted in vastly increased business not only in the summer, 
but in the winter as well. This, according to Mr. Herske, 
is an example of real merchandising. 

The speaker disagreed with those who claim that we are 
in the midst of a business depression, and pointed to the 
large construction programs of the last few years. He 
does feel, however, that business is going through a re- 
adjustment and that the present buyers’ market is defi- 
nitely established. In closing Mr. Herske said in effect, 
“We must come to the realization that we must merchan- 
dise our products, we must create additional markets, we 
must eliminate the survival of the sleekest and we must 
eliminate profitless prosperity.”’ 

OTHER CONVENTION SPEAKERS 
SA MANCHESTER, chief plumbing inspector of the 
A state of Ohio, reported on the investigations made 
by the bureau of plumbing of the state department of 
health. Mr. Manchester told of some of the inspections 
made by his department during the year, and dwelt at 
some length on the matter of cross connections. He said 
that in the past eighteen months the bureau of plumbing 
made a total of 2,254 inspections, accepting 1,607 of the 
jobs inspected. He added that there are 1,952 plumbers 
registered in the state. Mr. Manchester also referred to 
the new plumbing code which is being drawn up, and, after 
explaining its contents in some detail, urged everyone to 

get back of the project and work for its passage. 

William Groeniger, of Columbus, consulting sanitary 
engineer, praised Mr. Manchester for his splendid address 
and stressed the great danger to health where cross con- 








THE PLUMBERS’ and STEAMFITTERS’ PRICE GUIDE 








Uniform prices on plumbing work that are fair 
to the customer and allow a fair profit to the 
plumber can always be possible to the contrac- 
tor when he uses the Plumbers’ and Steam- 
fitters’ Price Guide. 

You put your work on a flat rate basis through 
which there can be no small and dangerous 
“leaks” that eat so destructively into your 
bank account. 





Get it now and increase your Profit 


With the Price Guide, you can figure the entire 
cost and selling price of a job in a few minutes- 
you save time and insure yourself and your 
customer against any misunderstanding. 

Write for full information today 


BAREHAM AND SAUNDERS 


Publishers of the Plumbers’ and Steamfitters’ Price Guide 
*~ublished and Used by Plumbers anc 
Steamfitters Since 1912. 


366 East Main Street 
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The New 23rd 
EDITION 
What it Contains 
THE PLUMBERS’ AND 


STEAMFITTERS’ PRICE 
GUIDE has been compiled 


Rochester, New York 
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that of helping the contractor 
to determine average costs 
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supplies you use—-every item 
is instantly available through 
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8 the famous Bareham and 
- Saunders cross-indexed system 
- you can find what you want 
2 in a jiffy. No figuring—no 
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» 2 any item right away! 
& 4 
dard Welgnt Ooty) 
2 , — 7 . 
: | SEND THIS COUPON TODAY 
z ee ee ee ee ee ee ee ee 
= Be acta ' ; ; 
«. ton BAREHAM & SAUNDERS, 366 East Main 8t., 
rm: ] Rochester, N. Y. 
° z Gentlemen: Please send me at once full information 
“ = | about the Plumbers’ and Steamfitters’ Price Guide | 
2 wi and how it will help my business 
7 Q 
U 
Cam, | Name 
ts | | 
£ Address 1 
a} 
3 | City 
2 
= l State s seve P seocscegee maw 


ene 
= 








v 
s- 


7 camaimieent aaa 


wa 3 











172 DOMESTIC 


~ . , 
 - ‘ é = es 

shsh Ahl ts 
. 

=. © & bh > ee 
SA FAP FSO 
ie 





BOILERS 


; The story of the success of Bryan Boilers is 
written in thousands of homes throughout 
the country. The Bryan solves the problem of 
economical oil consumption and offers the 
utmost in cleanliness, appearance, ease of 
operation, efficiency and honest-to-goodness 


heating power. 


We urgedly suggest that you investigate the 
sales possibilities of this modern household 


necessity. 
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nections exist. He said that the majority of people in the 
industry do not seem to realize this danger or take advan- 
tage of the potential opportunities that it offers for busi- 
ness. He said that there is enough business in correcting 
conditions where cross connections exist to keep the entire 
contracting end of the industry busy for the next several! 
years without a bit of new construction being started. 

Mr. Groeniger deplored the apparent lack of interes! 
among master plumbers in regard to the Hoover Code, 
stating that only 14,000 copies have been distributed. 
about 9,000 of them probably going to plumbers. He esti- 
mates that there are close to 100,000 plumbers in the 
country and feels that each one of them should send for 
the booklet and, after studying it, offer constructive crit- 
icism. 

The speaker also read a paper entitled, ‘‘Co-operation 
in the plumbing industry.” In closing he pointed out that 
in the past thirty-eight years the plumbing industry has 
developed from the handiwork of the individual plumber 
to the present mass production of the manufacturer. He 
feels that the number of miles of sewer and water sup 
plies in the streets is a good indication of the potential! 
business in a city, and that the per capita figure was the 
next best method of determining a market. Mr. Groeniger 
cautioned his listeners to always bear in mind that their’s 
is a construction organization and is based and must be 
developed on their ability as installers. 














| Top picture: Homer Connolly of Warren and A. R. Edwards 
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Middle picture: J. Brenner of Youngstown and 
Bottom picture: Mrs. and Mr. 
Heater Co.. 
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of Barnsville. 

H. M. Wormley of Stuthers. 

George G. Gebhart, sales manager of Hotstream 

Cleveland. Photos taken at the convention of the 
Master Plumbers’ Association 
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L. C. Leimkuehler, of St. Louis, Mo., mid-western repre- 
sentative of the Copper and Brass Research Association, 


| 


analyzed the construction forecast made by his organiza- 


tion for the year 1929. 
use of brass and copper products in recent years, stating 
that in 1927 sixty-three million pounds of brass pipe were 
used, as compared with sixteen million pounds for 1922. 


ENTERTAINMENT 
SPLENDID program had been arranged by the 
A Mansfield association for the entertainment of the 
visitors. On Tuesday evening there was a theater party 
at the Madison theater, although the tickets distributed by 
the entertainment committee were honored by the theater 
management all during the convention. 

On Wednesday afternoon busses were waiting at the 
entrance to the hotel to take the visitors on a trip through 
the plants of three Mansfield manufacturers. The plants 
visited were Barnes Mfg. Co., Humphryes Mfg. Co. and 
Ohio Brass Co. On Wednesday evening the grand ball 
was held in the ball room of the convention hotel, music 
being furnished by a New York City orchestra. Thursday 
evening was the scene of the banquet, which was attended 
by a large crowd. When the meal was finished short talks 
were made by a number of persons, including A. C. Eynon, 
William Rowland, John J. Vogelpohl, Walter Klie and Ed- 
ward Maurer. The tables were then cleared away and 
dancing was enjoyed for the remainder of the evening. 


° 
Philadelphia Masters Plan Buffalo 


Convention Trip 

The touring committee of the Philadelphia Master 
Plumbers’ Association recently held its first meeting at 
the Builders’ Exchange. The following officers were se- 
lected to handle the tour to the Buffalo convention of the 
National Association of Master Plumbers: George M. 
Hicks, president; H. Stilwell, secretary; M. J. Feeney, 
treasurer. 

The meeting was well attended by the members, and 
after proposing various routes, it was decided to go by 
buses, stopping enroute going and returning. A party of 
40 delegates and 30 ladies signed up for the trip at this 
first meeting. The committee was instructed to secure 
five buses for the excursion, and the committee expects to 
have the largest delegation from Pennsylvania that has 
ever attended a convention. 


. 
Alameda Master Plumbers Organize Club 


Feeling the need of a definite organization, representa- 
tive master plumbers of Alameda, Calif., met recently in 
the sanitary inspector’s office at the city hall, and took 
steps preliminary to the formation of an active body, to 
be known as the Alameda Master Plumbers’ Club. There 
were seventeen masters present, all of whom signified their 
desire to become charter members. This number repre- 
sents better than 50 per cent of the total registered 
plumbers of the city. 

The club has been organized primarily for the purpose 
of encouraging a more favorable attitude on the part of 
the public, at the same time creating a spirit of fraternal- 
ism and promoting a more general bond of understanding 
between the members themselves. Regular meetings will 
be scheduled on the second and fourth Tuesdays of every 
month, at the city hall. Future plans include programs 
that will feature speakers qualified to address the meet- 
ings on subjects of educational value. 

Newly elected officers are: A. R. Cranston, president; 
W. S. Lewis, secretary; V. H. Richit, treasurer. Charles 
Smith is chairman of the committee on by-laws. 


He also told of the increase in the | 
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Here’ s 
a pipe 
machine 
for the 


fellow 


who 

wants 

real J 
: tools @ 


Light enough to be moved easily when necessary— 
compact and convenient in size and arrangement 
yet powerful, rugged and accurate. That is the 
Merrell No. 61% which threads and cuts pipe from 
1 inch to 6 inches inclusive with only three sets of dies. 
A machine that turns out huge quantities of work 
every day—and every thread smooth and uniform. 


Can be bought on deferred 


payments if you prefer 
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PIPE rwneaoins (andy MACHINES 
831 Curtis St. a Toledo, O. 

















The Float that Stops the Leak 


TRIPLE SEALFLOAT 


Here is a new design, a new principle, in tank balls, 
the Triple Seal Float. Made of purest rubber, it 
expands as the result of the water pressure in the 


The remarkable flexibility of the Triple Seal Float 
positively assures the stopping of any leakage due 
to scale, slime or sediment forming on the seat. 


Exhaustive tests, made under all conditions likely 
to be encountered in service, have failed to turn up 
a single fault in the Triple Seal Float construction 


Order it from your jobber or write us direct. 


Golden State Rubber Mills 
1920 E. Vernon Avenue Los Angeles, Calif. 


























. = _ 
- ’ a 
= 
Fe A BE LE ES” RE SN ED 


> 
° 
ne eer rgge ens ee te we 
- 
| 


a ae oe 
Pa :* : 


nh a am eameeete anmeenee 











fvomans “Page 








A topic for discussion each month at the 
meetings of the auxiliaries, has been given in 
the program worked out by the opportunity 
committee of the Women’s Auxiliary to the 
National Association of Master Plumbers, by 
Mrs. E. D. Hornbrook, national president, and 
by the Plumbing and Heating Industries 
Bureau. Much material can be procured on 
this subject, and a discussion of one of these 
topics would prove of value at any meeting. 
In studying the activities of interest to the in- 
dustry at large, the women in the organizations 
will feel that they are a part of this move- 
ment to an even greater extent than before. 


LaCrosse Auxiliary Installs Officers 

The Women’s Auxiliary to the La Crosse Master 
Plumbers’ Association met at the I. O. O. F. Hall on 
February 14. The meeting was called to order by the 
president. <A brief report, by Mrs. M. Hoffmann, of the 
proceedings of the state convention held at Milwaukee, 
Wis., was greatly enjoyed by those not able to attend the 
convention. Flowers were sent to one of the zone mem- 
bers, Mrs. Ewald Erickson, of West Salem, who was 
at the Sparta Hospital. After the meeting the master 
plumbers joined the ladies and luncheon was served by 
Mrs. John Hengel and Mrs. Michael Hoffmann. At this 
time the gavel was turned over to Frank Branson, who 
then installed the following officers for the ensuing year: 
President, Mrs. Michael Hoffmann; vice president, Mrs. 
Otto Marquardt; secretary, Mrs. George Knudsen; treas- 
urer, Mrs. Henry Niebuhr; sergeant-at-arms, Mrs. William 
Woehlke; chaplain, Mrs. George Kienholz. The remain- 
der of the evening was spent playing five hundred. Mrs. 
Henry Niebuhr, Nicholas Hengel, Mrs William Woehlke 
and Otto Ratz held high scores. 


Oklahoma City Officers Elected 


The Women’s Auxiliary of Oklahoma City, Okla., met 
at°the home of Mrs. Harry Pruess, 2132 North Kate 
street, on February 18. Officers were elected for the 
coming year, as follows: President, Mrs. Sam A. Rice, 
3401 Shields boulevard; vice president, Mrs. Ed Boismier, 
1708 West Thirty-Ninth street; treasurer, Mrs. John Volz, 
Nicoma Park; secretary, Mrs, I. C. Spivey, 2145 North 
Lottie avenue. A social hour is enjoyed at each meeting, 
after business has been transacted, and the meetings are 
well attended. 


Elaborate Banquet Given by North Shore Auxiliary 

The recent annual banquet given by the Women’s Aux- 
iliary to the North Shore Sanitary Engineers’ Association 
at the Orrington Hotel, Evanston, Ill., was a most suc- 
cessful affair. Especial credit is due to the entertainment 
committee, comprising Mrs. George Swift, chairman, Mrs. 
E. W. Coel, Mrs. E. R. Norman and Miss Esther Schmeis- 
ser, president of the auxiliary. A most generous turkey 
dinner was served to the two hundred guests present. 
Later a cotillion was led by Miss Schmeisser and Mr. J. 
Hertl, assisted by Mr. and Mrs. Swift. The figures were 
most unique, the favors beautiful, and the whole affair 
was greatly enjoyed. Paper caps and bright balloons 





added much color to the occasion. Everyone joined in 
singing popular airs. A most enjoyable surprise was 
given by Miss Robischung, who danced most gracefully, 
accompanied at the piano by Mrs. Robischung. Mrs. 
Robischung also played several piano solos. 

Many out-of-town guests were present, among whom 
were: Henry T. Strenger, president of the Illinois Master 
Plumbers’ Association, Mrs. Strenger, C, A. Bolton, secre- 
tary of the Illinois association, Mrs. Bolton, William F. 
Hildeman, member of the board of directors of the 
National Association of Master Plumbers, Mrs. Hildeman, 
H. H. Diedesch and Mrs. H. H. Diedesch, president of the 
Illinois Women’s Auxiliary. 


New Orleans Auxiliary Enjoys Entertainment 

In the Vieux Carre, where artists, writers and famous 
singers and musicians have often drawn inspiration, 
the Women’s Auxiliary to the New Orleans Association of 
Master Plumbers entertained its members and friends at 
their 1929 Carnival Ball. The ball was held at the 
home of Mr. and Mrs. August H. Grimaldi, 627 Royal 
street, on the night of February 8, 1929. 

Clowns and Indians, Pierrots and Pierrettes, knights and 
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Top row: Mrs. William Schoelkopf and Mrs. Mark Chelius. 

both of Reading. Bottom row: Mrs. Clarence Toomey of 

Reading, Mrs. John Picking, Miss Flora Abel and Mrs. J. H. 

Gibbons, all of York. Photos taken at the ball game between 
Reading and York master plumbers 


ladies, Romans, Greeks, priests, ballet girls and characters 
of the funny paper were all brought to life as the New 
Orleans master plumbers and their ladies and families, 
finding the spirit of Mardi Gras in the air, prepared 
for an evening of gayety. They frolicked where in days 
gone by the famous singer, Adelina Patti, lived and where 


174 








March 9, 1929 


she, too, often celebrated the carnival season, in the 
famous Patti’s Court, the present-day home of Mr. and 
Mrs. August H. Grimaldi. Mr. Grimaldi is president of 
the New Orleans Association of Master Plumbers. All 
came masked—father, mother, sister, brother and sweet- 
heart, and presented together a veritable kaleidescope 
of colors. Pierrots and Pierrettes frolicked, knights and 
ladies curtsied, ballet girls and priests danced, all in 
vivid colors, and all talking happily. Music, dancing, re- 
freshments and finally a midnight supper were enjoyed. 

To list the names of all those present would be a 
roster of ‘‘Who’s Who” in the plumbing industry in the 
city of New Orleans. The number of those attending was 
about 150. The party was delighted to have National 
Director Al. G. Rose present. Mr. Rose has been very 
ill for some time and he ventured out in the early part 
of the night for the first time since his illness to mingle 
with his many friends. The guests, tired but happy, 
started for their homes loudly praising their host and 
hostess for the evening. 

The officers of the Women’s Auxiliary to the New Or- 
leans Association of Master Plumbers as follows: 
President, Mrs. Wm. C. Maher; vice president, Mrs. J. A. 
Reynolds; recording secretary, Mrs. A. H. Grimaldi; cor- 
responding secretary, Mrs. J. O. Farrell; treasurer, Mrs. 
S. Antoine, 


are 


Jersey City Gives Valentine Party 

On February 14 a ecard party to celebrate Valentine’s 
Day was given by the Jersey City auxiliary. This was 
the first social affair of the year, and card games of all 
kinds were played. Valentine favors were distributed and 
a bountiful supper was served. Many out-of-town guests 
from other auxiliaries were present. The chairman was 
Mrs. C. Werner, who was ably assisted by the auxiliary’s 
president, Mrs. L. Komoski, and a very efficient com- 
mittee, 


Denver Auxiliary Entertained at Dinner 

The Ladies’ Auxiliary of Denver, Colo., was entertained 
by Mr. and Mrs. Guy Stocking at a six o’clock dinner at 
their home, on Saturday, February 16% The dinner will 
long be remembered by those present, as the food was 
delicious, and the table beautiful with valentine decora- 
tions. The menu consisted of baked Virginia ham, sweet 
potatoes, Italian spaghetti, baked beans, hot rolls, jelly, 
pickles, olives, fruit salad and coffee. As everyone had 
partaken so plentifully of the dinner, it was unanimously 
decided to serve the dessert of ice-cream and cake, later 
in the evening. The guests then enjoyed themselves at 
whist, Mrs. Carl Thurston and Frank Hanlin winning the 
highest scores. Those in attendance were: Messrs. and 
Mesdames Guy Stocking, S. J. Slattery, John Laverty, 
Carl Thurston, Frank Welle, V. A. Kiser, Frank Hanlin, 
V. A. Kandorf, Clyde Newman, Frank Bordeau, Fred 
Samson, C. R. Cooper, J. P. Brickey, R. A. Hurley, E. B. 
Clayton, H. H. Mellema, Jr., John Hensler, Mrs. Julia 
Hensler, Mrs. Anderson, Mrs. Robert Demmer, and Ernest 
Clayton. 


St. Louis Auxiliary Installs Officers 

The Women’s Auxiliary to the St. Louis Master 
Plumbers’ Association recently gave a most enjoyable 
chicken dinner. Following the dinner a brief business 
meeting was held, at which officers for 1929 were in- 
stalled. Mrs. William Kuehne, who has served as treas- 
urer and vice president, was installed as president, and 
the members are looking forward to a most successful 
year under her leadership. Mrs. Hy. Bartosch, the new 
vice president, served most capably last year as treasurer. 
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DECECO 
ALL-CHINA FAUCETS 


WHITE, BLACK’AND COLORS 
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ITH no plating to wear 
or peel off, and im- 
munity to all acids 


and cleaning compounds 
DECECO ALL-CHINA FAU- 
CETS and FIXTURES, with 
their entire absence of ex- 
posed metal and guaranteed 
unbreakable construction, 
provide everlasting beauty 
and cleanliness, the utmost 
in faucet equipment. 


Your jobber will supply them 
in any type required. Write for catalogue showing the full line. 


THE DECECO COMPANY 


76 BATTERYMARCH ST. BOSTON 

















HESSLER 


Hessler 
Roof Flang- 
es always re- 
main tight, 
no matter 
how long 












they are on 


the job. 


A good hammer 
and a little time is 

all that you need to 
put a Hessler on the job. 
And once there, it’s RIGHT. 


No need to worry about it. 


ASK YOUR JOBBER 


H. E. HESSLER COMPANY 


Syracuse, New York 
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‘BURNER 

“for every heating and 
power purpose’ 


1 


L 


Booths 8 and 9 


at the 


American Oil Burner 
Association Convention 


OU are cordially invited to visit the 

complete display of the S. T. John- 
son Co., at the exhibit hall, Hotel Penn- 
sylvania, New York, April 9, 10, 11. 

Every progressive oil burner man will 
find this exhibit of stimulating interest. 
Here you will see oil burning equipment 
for every heating and power purpose— 
each product the result of more than 23 
years in the exclusive manufacture of oil 
burning equipment. 

A trained personnel will be in attend- 
ance to answer your questions and explain 
in detail why the Johnson franchise offers 
greater profits, the year round, 


Ss. T. JOHNSON CO. 


Main Office and Factory 
940 Arlington Street , + + Oakland, California 


Factory Branch Offices: 
San Francisco, Sacramento, Stockton 


Philadelphia 






The Johnson Rotary Automatic Oil Burner 


Awarded Gold Medal, Sesqui-Centennial Exposition, Philadelphia 


1926, for “Excellence of workmanship and completeness of d: sign.” 


LISTED AS STANDARD BY THE UNDERWRITERS’ LABORATORIES 
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Mrs. A. W. Marx, secretary, is serving her second year 
in that office, and, as the ladies say, ‘“‘That’s ’nuff said.’’ 
Mrs. John D. Els, who was installed as treasurer, has 
worked hard for the auxiliary since its organization. 
Mrs. E. E. Manahan, retiring president, read an interest- 
ing report on activities for the year, and was presented 
by the auxiliary with a beautiful lamp, in appreciation 
of her work during the past year. 

On February 14 the auxiliary held a very interesting 
business meeting followed by a garment demonstration 
and a valentine box and party. <A quilt was donated by 
Mrs. A. A. Zertanna to be sold for the benefit of the 
auxiliary. The quilting was done by Mrs. G. Weideman. 
Both these ladies are always helping the local and state 
organizations. All the members are looking forward to 
the March meeting, for which some surprises have been 
planned. 


Newton Auxiliary Enjoys Theater Party 

The Women’s Auxiliary of the Newton, Mass., Master 
Plumbers’ Association has had two pleasant social affairs 
recently. On Saturday evening, February 9, sixteen mem- 
bers of the women’s auxiliary and of the master plumbers’ 
association had dinner at the Minerva Cafe in Boston, 
and afterward went to the St. James Theater. A delight- 
ful evening was spent. On Tuesday evening, February 12, 
the regular meeting was held at the home of the presi- 
dent of the auxiliary, Mrs. Davis, 40 Cross street, West 
Newton. After the regular business meeting, which was 
attended by a large number, whist was played, honors 
going to Mrs. Emma Whitney and Mrs. Mary Ryan. Later 
in the evening a delightful luncheon was served which 
was much enjoyed by all. 


Auxiliary Organized at South Bend, Ind. 


At a recent dinner at which members of the South Bend 
Society of Sanitary Engineers were hosts to their wives, 
a women’s auxiliary was organized. The dinner was held 
in the Turkish Room of the Oliver Hotel, and talks were 
given after dinner by Thomas J. McGrath, acting chair- 
man, and W. H. Burke. The ladies then organized an 
auxiliary with the following officers: Mrs. Thomas J. 
McGrath, president; Mrs. W. H. Burke, vice president; 
Mrs. Walter Braunsdorf, secretary. 


Officers Chosen by Lancaster Auxiliary 

A women’s auxiliary was recently organized in Lancas- 
ter, Pa. Officers of the new organization for the ensuing 
year are as follows: President, Mrs. Peter Rietschey; vice 
president, Mrs. C. M. Buckwalter; treasurer, Mrs. William 
Binkle; secretary, Mrs. Ed. Stumpf. Meetings are held 
in the rooms of the master plumbers’ association on the 
second Tuesday of each month. Plans are being made 
for a number of card parties and other social affairs. 


Minneapolis Auxiliary Active Socially 

The regular monthly business meeting of the Women’s 
Auxiliary to the Minneapolis Retail Plumbers’ Association 
was held February 5 at the club rooms, 913% Marquette 
avenue. Mrs. H. Strader gave a report on the dance 
which was held a short time before at the Business 
Women’s Club. This was a very successful party, both 
socially and financially. In celebration of the third birth- 
day of the auxiliary a dinner-dance was given at the 
Oak Grove Hotel on February 14. Thirty couples spent 
a most enjoyable evening. Favors and decorations were 
suggestive of St. Valentine’s Day, and a large decorated 
cake with three lighted plumbers’ candles was placed in 
the center of the speakers’ table. Mr. and Mrs. L. O. 
Klopfer were awarded the prize in a waltz contest. The 
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committee on arrangements consisted of Mrs. F. C. Stiller, 
chairman, Mrs. A. M. Wintheiser, Mrs. George Worthing- 
ham, Mrs. L. O. Klopfer, Mrs. V. Beaudry and Mrs. A. 
Lacher. 

On Tuesday, February 19, the regular social meeting 
was held at King’s Spanish Room. A one o’clock lunch- 
eon was served, which was followed by a short business 
meeting and cards. Honors were won by Mrs. William 
Nary, Mrs. A. Lacher and Mrs. R. Berg. MHostesses for 
the afternoon were Mrs. H. M. Porter, Mrs. B. D. Miars 
and Mrs. F. C. Stiller. 


Columbus Auxiliary Holds Meeting 


A meeting of the Columbus Women’s Auxiliary was 
held Tuesday, February 12, at the home of Mrs. Munsey, 
a former member. A discussion of the recent state con- 
vention, held at Mansfield and attended by eight ladies 
from the Columbus auxiliary, occupied most of the time. 
The table was decorated in red, carrying out the idea of 
Valentine’s Day. Plans were made for a dinner for the 
husbands to be held in the near future. No definite date 
has been set as yet. Another recent meeting was that 
at the home of Mrs. Matt Roberts. 


Monthly Meeting Held by North Shore Auxiliary 

The February meeting of the Auxiliary to the North 
Shore Sanitary Engineers’ Association was held at the 
home of Mrs. A. S. McKenna. Mrs. McKenna, who was 
a delegate to the Illinois convention, read a most inter- 
esting report of the sessions. Mrs. George Swift, chair- 
man of the entertainment committee, reported on the 
banquet. <A vote of thanks was tendered the committee 
for having arranged so capably such a splendid party. 
Mrs. E. Coel, Mrs. C. MacArthur and Mrs. A. S. McKenna, 
were appointed as a visiting committee by the president, 
Miss Schmeisser. Delicious refreshments, consisting of 
cakes and coffee, were served by the hostess. The next 
meeting will be held March 15 at the home of Mrs. N. J. 
Merganthaler. 


Elect Officers for Roanoke Auxiliary 

The regular monthly meeting of the Emily Virginia 
Hornbrook Women’s Auxiliary of Roanoke, and Vicinity, 
was held on Tuesday evening, February 12. Plans for a 
social were discussed, and the election of officers took 
place. Mrs. W. K. Trent was elected president, Mrs. J. A. 
Robertson, first vice president; Mrs. W. P. Echols, second 
vice-president; Mrs. Addie Ajers, third vice president; 
Mrs. O. J. Weddle, secretary; Mrs. Roy Sanford, treasurer, 
and Mrs. J. E. Carper, corresponding secretary. There be- 
ing no further business, the meeting adjourned. The next 
gathering was scheduled to be held at the home of Mrs. 
O. J. Weddle, on Tuesday evening, February 26. 


Unusual Decorations at Tampa Dinner 

The Tampa Master Plumbers’ Association club house 
was the scene recently of a splendid social gathering, when 
the members of the Tampa auxiliary entertained their hus- 
hands at the annual dinner, which marked the official clos- 
ing of the fourth year’s work for the auxiliary. Covers 
were laid for thirty members and their guests. Pink and 
white were used in the general color scheme, along with 
sweet peas and pink candles, which were in stately candle 
sticks. The guests’ and officers’ places were distinguished 
by a huge bow of pink crepe paper, tied on the inside of 
the chair back. Pink glass baskets filled with mints, and 
pink glass ash trays were given to the women and men. 
These proved to be very lovely favors. Mrs. Frank Wil- 
liams acted as toastmistress, and was, indeed, a clever 
one. National President, Mrs. E. D. Hornbrook, could not 
accept the invitation extended her, owing to the vast dis- 
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Bigger profits—less sales resistance 
Here’s what you have been looking for—a coil that heats water 
hot, is easier to sell and install, and comes in individual cartons. 
The Globe Sizzler costs no more than a home-made coil. It is 


many times better. It gives you three times the profits. Send today 
for free booklet, ‘““The Truth About Furnace Coil Profits.” 


GLOBE MACHINERY & SUPPLY CO. 
221 W. Court Avenue Des Moines, Iowa 
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Washington Drum Traps can be 
tapped 1{ or 1} inch and are tapped 
3 inch iron pipe thread at top. 
Covers furnished 5 inches in diam- 
eter. Extra heavy. 


Write for the Washington 
catalog 
The Washington Metal 
Products Co. 





Fig. 70 
Cast Jron Drum Trap 








Washington C. H., Ohio 








Toledo Solderless 


The float that is made of pure copper, 
without solder. It is individually tested 
and inspected before leaving factory. 

















=~ | Your jobber can supply 
you with Toledo Solder- 
less Floats at any time. 











THE REICHERT FLOAT 
& MFG. CO. 


2238 SMEAD AVENUE 
TOLEDO, OHIO 














Same Gas 


Automatically heats water. 
Automatically burns garbage. 











Automatic daily consumption of garbage 
plus hot water, day and night, with economy. 

Same connections as Automatic Storage 
Water Heater 








Desirable territory still open for distributors 


“The Duotor Manufacturing Co. 
24 $.Canal $ Dayton:-Ohio 4 
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tance separating Kansas City from Florida, but sent a 


splendid letter conveying greetings and best wishes for 


the welfare of the auxiliary. Mrs. R. E. Martin, of Miami, 
state president, also sent greetings. These were read by 
the secretary, Mrs. D. O. McDonald. Much regret was ex- 
pressed that Mr. and Mrs. Lee Sheffield, of St. Petersburg, 
and Mr. and Mrs. Foster R. Fanning, of Winter Park, were 
at the last minute detained, and sympathy was extended 
Mr. Fanning in the loss of his father. 

Mrs. W. E. McAndrew, national vice president, spoke on 
the work of the national auxiliary, paying a lovely tribute 
to Mrs. Hornbrook, whose untiring effort has meant so 
much to the auxiliaries. President Mrs. George McGhan, 
Jr., gave a report of the year’s work of the Tampa auxil- 
iary. Fred M. Quinlan, of St. Petersburg, state president 
of the master plumbers’ association, was an honor guest, 
and in the evening entertained with moving pictures show- 
ing scenes taken by himself in Cuba, and at the state con- 
ventions, besides local views. Each of the auxiliary of- 
ficers was presented with a gift from the auxiliary in rec- 
ognition of their year’s work. 


Hutchinson Ladies Prepare for Convention 

Mrs. Bert Ebersole, corresponding secretary of the 
Women’s Auxiliary of the Master Plumbers’ Association 
of Hutchinson, Kans., writes in to say that her organiza- 
tion is preparing a book which will contain all the writ- 
ings and pictures of the activities of the auxiliary. This 
is just as a keepsake of the auxiliary, and is expected to 
prove very interesting. At a recent meeting of the auxil- 
iary, plans were started for the state convention of the 
auxiliary, in conjunction with the convention of the mas- 


ter plumbers. Along the line of entertainment for the 
ladies it was decided to give a tea, luncheon and theater 
party. At the business session of this meeting, it is ex- 
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pected to have prominent people connected with the 
plumbing industry to address this group. 

On Tuesday, February 12, the Hutchinson Ladies’ Auxil- 
iary held their annual dinner, the master plumbers being 
their guests. The Valentine idea was cleverly carried out 
in the decorations. 


Indianapolis Auxiliary Elects Ofhcers 

The Ladies’ Auxiliary of the Indianapolis, Ind., Mer- 
chant Plumbers’ Association recently held its annual 
election of officers. The meeting was held at the home 
of Mrs. Albert Fox, retiring secretary. The following 
officers were elected for 1929: President, Mrs. David 
Brustein; vice president, Mrs. Edward C. Wiebke; secre- 
tary. Mrs. G. Thomas Watson; treasurer, Mrs. James 
Kreglo. 


Milwaukee Heating Auxiliary Holds Theater Party 


The Woman’s Auxiliary of the Heating & Piping Con- 
tractors Milwaukee Association had a theater party on 
Monday afternoon, February 11, at the Riverside Theater 
in Milwaukee. There was a good attendance, and the 
ladies had a most enjoyable afternoon. 


Elect Officers at Mansfield Meeting 


On Thursday, February 14, the Master Plumbers’ Aux- 
iliary of Mansfield, Ohio, held its annual election of 
officers. The meeting was held at the home of Mrs. 
Herman Hoffman. Officers chosen for the ensuing year 
are: Mrs. Herman Hoffman, president; Mrs. Friechen 
vice president; Mrs. Lillian Lersch, secretary-treasurer; 
Mrs. O. P. Wervey, press reporter. Snapdragons were 
used to decorate the room and a two-course luncheon was 
served to the eleven members present. The next meeting 
will be held on March 21 at the home of Mrs. Lersch. 
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Neew “Business ‘Centures 


New York, N. ¥Y.—The Cedar Plumbing Corp. has been 
incorporated by W. B. Hofstader, 15 Park Row, and 
associates, with a capital of $15,000, to establish and 
operate a plumbing and heating contracting business 
in the Bronx. 

Chicago, Ill.—S. Halperin & Co., 1330 West Roosevelt 
Road, incorporated recently to conduct a plumbing and 
heating contracting business. Grossman & Grossman, 111 
West Monroe 

Burns, Ore.—Courtney Allen and William Spencer have 
formed a partnership and engaged in the plumbing and 
heating business. 


street, represent the new company. 


Cleveland, Ohio.—-The Johnson Plumbing Co. has been 
incorporated with a capital of $10,000 by Gerald A. Doyle, 
Dorye Judin and Samuel Chertoff. 

Jamestown, N, Y¥.—J. Woodhead is now conducting a 
plumbing and heating business at 130 Fulton street. He 
was formerly connected with the firm of Woodhead, Olson 
and Riley, plumbing engineers of that city. 

Chicago, Iil.—Jorgenson & Webster, Inc., 4302 Fuller- 


ton avenue, have been incorporated with a capital of 
$25,000 to conduct a plumbing and heating business. The 
incorporators are M. R. Jorgenson, R. E. Webster and 


H. H. Hebard, and they are represented by Frisch & 


Frisch, 134 North LaSalle street. 
Rochester, N. Y. 


The Berghash Plumbing Co, has been 























Top row: L. E. Woessner, Milwaukee branch manager of Jas. 
B. Clow & Sons; T. M. Dugan, National Tube Co., McKeesport; 
S. M. Youngblut of EverHot Heater Co., Detroit. Middle row: 
Rn. L. MeCarthy, G. Spankus, J. T. MeCarthy, all of the Duro 
Co. Bottom row: Arthur Krueger, Milwaukee branch manager 
of The John Douglas Co.; V. M. Gaspar, Borden Co., Warren, 
Ohio; A. J. Koepsell, J. J. Koepsell Co., Sheboygan, Wis. 
Photos taken at the recent convention of the Wisconsin Mas- 
ter Plumbers’ Association 
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Where EXTRA Profits 
Can Be Found 


VERY room marked with an “X” in the 

above drawing isa logical and convenient place 
for the installation of a WEISTEEL shower cabinet. 
An alcove, a corner or a closet offers unused room 
where an extra bath can be inexpensively made by 
placing a WEISTEEL shower cabinet. 

Start now to make these extra profits for 
yourself by including WEISTEEL shower cabinets 
in your remodeling plans. Explain to owners and 
builders that modern homes are equipped with 
WEISTEEL shower cabinets. If the home owner 
has one shower at present, suggest to him the 
placing of another in a closet or alcove for the 
comfort of unexpected guests. 

WEISTEEL showers are shipped to you as a 
unit. There is no assembling to be done. One- 
piece, integral construction insures lasting freedom 
from annoying and destructive leaks. WEISTEEL 
showers can be set anywhere, on any floor, against 
any wall. Any standard make of shower head 
and valve fittings may be used. 

We will be glad to send you complete infor- 
mation. No obligation . Henry WEIS 


Mec. Co., INc., Elkhart, Indiana. 


WEISTEE| 
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4 Spring Time 
“4 Is House Cleaning 
Time 


And when your customers re- 
decorate their homes, why not 
suggest to them that they 
4 modernize their bathrooms 
and install a ZUNDEL Sani- 
tary Toilet Chair. It will 
forever conceal the old, un- 
sightly toilet bowl. 




















Ask your Jobber or write 
» us for Catalog No. D8. 








Old or new plumbing 
fitted perfectly and col- 
ors to match any deco- 
ration scheme. 


KILLZUN, INC. 


Tribune Tower — Chicago 



















since 


1886 





cera 
*mMAXIMUM SE 


SCOTT 


A COMPLETE LINE OF 
BRONZE ~’ iRON-BODY 


VALVES 


- built? 


SCOTT VALVE 


o:rT 


RVICE PER DOLLAR’ 


loon 
life 


MFG. CO. 


mick 











FULLER 


, tw) Radiator Hanger 


“Cheaper on the Wall” 


Fits all radiators and wall 
is easily ad- 
justed and costs less to in- 


conditions, 


stall. 


Send for descriptive folder. 
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PATENT PENDING 


SAINT PAUI 


Sold by leading Jobbers 


F. W. FULLER & CO. 


MINNESOTA 
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announced its removal to 48 Amboy street. 
_was formerly located at 1483 Fifth avenue, New York 
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incorporated, and is to engage in the plumbing business. 
The incorporators are Charles Berghash, 203 Monroe 
avenue, and Hyman Egar, 26 Wilmer street. 

Excelsior, Minn.—The H. S. Bliss Co., Inc., has been 
chartered with a capital of $25,000, to engage in the 
plumbing, heating and ventilating business. 

Macomb, Iil.—The Mulany Plumbing Co. has been in- 
corporated by S. Mulany, T. J. Rowland and Claire 
Rowland. 


Portland, Ore.——The Globe Plumbing & Heating (Co. 


_has been incorporated with capital of $20,000, by J. W. 


Kelly, A. Kelly and C. O. Fenlason., 


Ashland, Ky.—The Ashland Plumbing & Heating Corp. 
has been chartered by H. M. Lewis and Kerna Conley. 


New York, N. ¥.—The York Plumbing Corp. has been 
organized and incorporated in the Bronx, to operate a 
plumbing and heating contracting business. The concern 
is represented by M. Landon, 270 Madison avenue. 

Chicago, Ill.—-The Eberhart Plumbing and Heating Co., 
7852 Eberhart avenue, has been incorporated by Julia 
Walter, 
company is represented by M. Walsh, 7445 Exchange ave- 
nue. 


Albany, Ore.—Walter Stuart has engaged in the plumb- 
ing and heating business at 117 East First street. 


Des Moines, Iowa.—A new plumbing concern to be 


known as the Landis Plumbing and Heating Co. has 
opened for business. The new shop is located at 1198 
West Fourteenth street. 

Long Beach, Calif.—The Ideal Plumbing & Heating 
Co., 193 St. Joseph avenue, has engaged in business, 
under the management of L. D. Harden and Frank Boyd. 


Business és hanges 


Brooklyn, N. Y¥.—The Universal Heating Co. recently 
The company 


City. 


Waterloo, Iowa.—-Formal opening of the Bennet Heat- 


| ing Co., 309 West Fourth street, was held on February 23. 
| E. R. 


sennet is manager of the new store. 

Weslaco, Tex.-—The Weslaco Plumbing Co., of which 
L.’O. Garrett is proprietor, moved recently into new 
quarters. 

Benton, Ill.—C. Piersol recently leased a store on East 
Main street, and will move his plumbing business to that 
location shortly. 


Lawrenceburg, Ind.- 


Otis Roehm, who was formerly lo 
cated on High street, recently moved his plumbing busi 
ness to the Geisert building on Walnut street. 


New York, N. Y.- 


Capital stock of the T. J. Tuome) 





Professors C. H. B. Hotchkiss, J. D. Hoffman and R. B. Leckirc, 
all of Purdue University. Photo taken at the annual meetineg 
of the American Society of Heating and Ventilating Enginecrs 


Frank Bagamery and Lauretta Sheehan. The 
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Plumbing Corp. has been increased from $30,000 to 
$100,000 in order to provide funds for extension of 
facilities. 

Forest Hills, L. I., N. ¥.—The Kew-Forest Plumbing 
and Heating Co., located on Queens Boulevard, has been 
incorporated under the laws of New York with a capital 
of 10 shares of no par common stock. The business will 
be continued under the same management as heretofore. 

Vevay, Ind.—R. M. Campbell has sold his plumbing 
business to Earl Peak of Vevay and Wilbur Gibson of 
Rising Sun. The latter two have already taken possession 
of the business and are operating it. 

Des Moines, Iowa.—The Drescher Plumbing and Heat- 
ing Co., formerly located at 1313 East Walnut street, has 
moved into its new quarters directly across the street. 
The -new address of the concern is 1312 East Walnut 
street. 

Pawtucket, R. I.—Adam S. Holburn, plumbing and 
heating contractor has moved his office and establishment 
from 229 Raleigh avenue to 23 Alice street. Mr. Holburn 
has more floor space in his new location and will be 
better situated to take care of his growing business. 


* 
Chicago Plumbers’ Club Holds Dinner Dance 


The North and Northwest Master Plumbers’ Pleasure 
Club of Chicago held its annual dinner dance recently at 
the Germania Club in that city. A good attendance, both 
of members and guests, was on hand for the affair, which 
is one of the important social events in the Chicago trade. 
E. J. Benning was chairman of the committee which ar- 
ranged the party, and he was assisted by the following 
committee members: William Redieske, E. J. Sanger, H. 
Stift, Frank E. Pearson and George H. Matthews. 


e 
Manhattan Masters Hold Entertainment 


One of the outstanding social functions of the winter 
season sponsored by the Manhattan Master Plumbers’ As- 
sociation was held on January 30 at the Level Club, New 
York City. An exceptional entertainment was presented 
to the large gathering which included some of the most 
prominent people identified with the industry in the east. 
The program was arranged by Joseph R. Spellman, chair- 
man of the entertainment committee. He was assisted in 
this work by Richard Anderson, Emanuel Kalisch, H. H. 
Berg, J. J. Halloran, Andrew I. Green, Malcolm Walsh, 
and Paul Bernstein. Dancing followed the performance, 
which included some Broadway stars. . 


» 
Holds Fourteenth Annual Dinner Dance 


The fourteenth annual dinner and dance of the Master 
Plumbers’ Association of Baltimore City, Inc., was held at 
the Community Hall, Liberty Heights avenue and Gwynn 
Oak Junction, on Wednesday evening, January 30. About 
250 people were present. The hall was beautifully deco- 
rated, Japanese lanterns and large ferns contributing to 
the festive atmosphere. Dancing began at seven and con- 
tinued until nine o’clock, when the grand promenade 
formed, headed by Mr. and Mrs. Joseph Horwitz, who 
led the march into the dining room, where each person 
was presented with a fancy paper hat and an amusing 
favor. 

Max Kloze, past president of the association, was toast- 
master. He introduced William F. Myers, past president 
of the association of Master Plumbers of the State of Mary- 
land, who spoke interestingly of the history of trade asso- 
ciations, with special reference to the plumbers’ associa- 


ENGINEERING 











- 
} 


Flealth-safety 


assured. 








eee 


Automatec stream con- 
trol, a distinctive Hal- 
sey Taylor feature — 
water never too high. 
neve~ too low —practi- 


cal and efficient 
SANITARY! 
Write for catalog 





Every time you sell a Halsey Taylor 
Drinking Fountain you sell cus- 
tomer satisfaction. You needn't 
fear complaints or requests for 
servicing for once installed they're 
trouble-proo 


Distinct features of superiority 
make them easy to sell. A com- 
plete line for any purpose! And 
every one health-safe! Talking 
points no other fountains give! | 

| 


a 


And real profit-bringers! Get our 
catalog. 
THE HALSEY W. TAYLOR CO. 
Warren, Ohio 2 








HALNSEY TAYLOR 
Mri nkingcfoun fains 
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“Heat With Unit Heaters” 





Easily Installed 
eo 
25% to 50% 
Saving over 
direct 
radiation 
a 
Saves Floor 
Space 


od 





Low operating 
expense 


‘‘Buffalo’’ Breezo-Fin Unit Heater 


Hang this sturdy heater anywhere from wall or 
ceiling, connect it to your steam and electric lines, 
and you have HEAT when and where you want 
it. It is far more effective than direct radiation, 
easily controlled, easy to install anywhere, no 
fire hazard with low maintenance cost. 


Also makes an excellent ventilation unit in the 
hot summer months. 


Descriptive literature sent on request. 


Buffalo Forge Company 
483 Broadway : Buffalo, N. Y. 


In Canada: 
Canadian Blower & Forge Co., Ltd., Kitchener, Ont. 
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Flattened End Lag Screws 


| DA Asha hisiiie ee 





E Made in four sizes and furnished with bo!ts 
' M4 x 3 6X34 3exq 0) xs 

wt Will fit any standard lag screw shields of corresponding sizes 
“ Send for samples and prices 


* THE PAINE COMPANY 


2949-53 Carroll Ave., Chicago, III. 79 Barclay St., New York, N. Y. 














NO -SOL 
FLOATS 


Full size, heavy cop- 
per construction. 
Uniform thickness, 
sturdy spud which 
insures long. satis- 
factory service. 


Each float individ- 4 by $" oval float 

ually tested and 

guaranteed. Madein 

all sizes and styles. The en 
From your jobber. 3047 No. Erie St., Toledo, Ohio 
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- Easily Portable 


Here's one of the fine points of 
1 = the Martin Portable Vise Stand 
| and Pipe Bender’s usefulness 

| = its easy portability. 


Knock it down and carry it to 
= any part of the job or shop ina 
* l . few minutes and set it up, 
nesjemtijemeys ready for any work in a jiffy. 




















H. P. MARTIN & SONS 


626 East 2nd St. Owensboro, Ky. 
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| RE you securing 

j the benefits of the 

Bath-a-Day Move- 

ment in your city? 
Ask Us for Full Particulars 
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tion of Baltimore. Samuel Houck, one of Baltimore’s old- 
est living plumbers, spoke briefly. 

George J. Fitch, chief plumbing inspector of the bureau 
of sanitation of the Baltimore City Health Department, 
outlined the procedures of the plumbing division, its rela- 
tion to the plumbers, and what the city is doing in its 
attempt to foster closer co-operation of the industry with 
the Health Department. 

After dining, dancing again became the feature of the 
occasion, and continued until past midnight. During this 
time the hall was showered with confetti, adding consid- 
erably to the merriment of the occasion. 

The committee in charge of the affair was: I. Roll, 
chairman; S. Baltimore, Max Kleinman, Max Kloze, R. 
Frank, B. Roll, A. Schweitzer, and Sol Goldman. 


. 
Elect Parley G. James as Salt Lake President 


Parley G. James was chosen 
president of the Salt Lake 
City (Utah) Sanitary and 
Heating Engineers Associa- 
tion at the annual election 
held February 7. Mr. James 
served as chairman of the 
board of governors when the 
association was organized in 
1923, and was one of the im- 
portant factors in the upbuild- 
ing of the organization. He 
has also served several terms 
as vice president. 

Other officers selected 
were: George M. Whitely, 
vice president; Ross Dudley, 
secretary; Charles J. Dietz, 
treasurer; Simon  Gentner, 
sergeant-at-arms. The board of governors for the coming 
year will be composed of Will Rees, chairman; Ambrose 
H. Higham, Joseph F. Carthey, William A. Bywater, E. G. 
Harris, and the president and vice president, who are 
ex-officio members. The board of trustees will be com- 
posed of Will Rees, Joseph F. Carthey and Peter P. 
Erskine. Included in the program advocated by Mr. 
James in his speech of acceptance, was that at least one- 





Parley G. James 


half hour be devoted to some educational feature at each 
meeting. 
es 


Bill to Assure Good Credit 


Master plumbers and heating contractors in Wisconsin 
who desire to engage in a retail business would have to be 
licensed by the commissioner of banking before they could 
operate, under a bill introduced recently in the assembly 
of the Wisconsin legislature by E. F. Pahl, of Milwaukee. 

According to Mr. Pahl, a man should be permitted to go 
into business only after a searching scrutiny by the com- 
missioner of banking; and to supply the commissioner 
with funds to make the proper investigation, his bill 
provides that each person ambitious to retail will be re- 
quired to pay the commissioner $250 with his application 
for a license. He would also be required to publish a no- 
tice of his intentions in the newspapers for three weeks 

Investigation by the commissioner of banking would 
cover not only the character and responsibility and fitness 
of the person desiring to enter business, but also the need 
for the proposed new business in the particular territory 
to be affected, the commissioner weighing the present ta- 
cilities of the city, village, or town where the applicant 


seeks to do business, and he must pass on its prospect ol 
growth, 
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A SAD REALITY 
Reuben Anderson, of Minneapolis, offers this bit of poetry 
for its realism: 


Said the architect to the builder, 
Heaving a mighty sigh, 

“I'd like to give this job to you, 
But, great Scott, man, youre high.” 


“Oh, never mind,” the builder said, 
“ll take it anyway. 

Just cut off what you think is right; 
l’ll make somebody pay.” 


The subs came flocking to the job, 
Like flies about a pie, 

cach one was told by the builder bold, 
“Great Scott, man, you're too high.” 


So he took their bids, he picked their bones, 
He pumped their life blood dry. 

They furnished the money, brains and skill, 
He furnished the azure sky. 


And when they all got through the job, 
He soaked them ten per cent 

or carting rubbish, watchman’s time 
And super-in-tend-ent. 





ONE GOLF ADVANTAGE 

A golfing clergyman was playing golf with a parishioner 
who was some thirty years older than he. The parishioner 
beat the young clergyman rather badly and as they returned 
to the clubhouse was razzing him a bit. 

‘(heer up,” he said. “Remember you win at the finish. 
You'll probably be burying me some day.” 

“Even then,” growled the preacher, “it'll be your hole. 

K. B. G., Illinois. 





LA VIE MODERNE 
I crept upstairs, my shoes in hand, 
Just as the night took wing 
And I saw my wife four steps above 
Doing the same darn thing. 
“SALES TALKS.” 





NEWS FLASHES 

“Woman Trips on Skirt and Falls.” Any one of a million 
budding journalists would probably offer the comment on 
that——“Must have been walking on her knees.” 





“English Blood in 87 out of 95 in U. S. Senate,” says a 
headline, as a preface to a subhead, “How’ll They Vote on 
Immigration Bill?” Our guess is that they'll vote to allow 
unlimited Seoteh to come into the country. 





It's getting to be so that if you haven’t flown across the 
ocean, or across the continent, or rescued folks from a sink- 
ing ship—you'’re just nobody or less. 





Women are in the U. S. Congress; a number are in parlia- 
ment; and they’re forcing the issue in France by threatening 
to expose scandals in private lives of French senators if 
they—the women—aren’t permitted to become senators too. 
A very, very cynical friend sighs and, with evident envy, says, 
“Think of the quiet time a fellow could have while Congress 
is sitting. Sut my wife isn’t interested in politics.” He 
becomes contemplative for a moment, and adds: “And they 
have extra sessions, sometimes, you know.” 





Suspicious coincidences: A new stenographer at the office 
and a new fur coat at home. is = Te 





DOMESTIC ENGINEERING 183 





Judge Hot Water Heaters 
As You Judge Investments 


=O walt OvTvet ore 
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Every manufacturer of Hot Water Heaters asks for your 
patronage and backs his claims with arguments that seem 
convincing. It is confusing to say the least. And if you 
select unwisely, your reputation is at stake. 

There’s only one safe course. Follow the same method 
you do in buying bonds or other investments when you 
choose a Hot Water Heater. Just as you consider the 
Company first and the bond second—because you realize 
that the bond is simply a promise to perform and the 
standing of the company your actual security—-so you 
should consider the Heater manufacturer first and the 
Heater itself second. 

You are sure of getting a reliable Hot Water Heater if 
you install the ‘‘Patterson.’’ For back of this organization 
is a reputation for square dealing sustained over a period 
of 48 years. 

Write for our Catalog 


LS, tf , Hot Water 


Heaters 


THE PATTERSON-KELLEY CoO. 
106 East 40th St. New York City, N. Y. 


























About The new Weil Lectro- 
One-Fourth spray will doa neater, 
of the Time cleaner, quicker and 
more thorough job of 
coating radiators than it is possible to do 
with the old hand brushing methods. 
About one-fourth of the time, less than half 
of the effort and none of the uncertainty of 
brushing when you use the Weil Lectrospray. 
$37.50 Complete 


DETROIT LEAD PIPE WORKS 
Wholesale Distribulors of Plumbing and Heating Materia 
600 Larned Street West Detroit, Michigan 


WEIL LECTROSPRAY 
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PLUMB TVOLS| TVVLS 


7 BUY THESE TOOLS 
for Hardness and Strength 











Stocked and 
Displayed at 
leading 
Jobbers 


Complete line 
and correct 
shapes. 


Hand-forged 
for strength 
and wear. 


Fully 
Guaranteed 


Following are 
some of these 
fine tools that 
ought to be in 
your kit 














THE PLOMB DISPLAY BOARD 








SOIL PIPE CHISELS—hand-forged from special steel. 
Hardened for difficult cutting. Also all other kinds of 
cold chisels. 


LONG CALKERS OR “IRONS” —all sizes, regular or narrow 
blade, ground concave. Pairs or singly. Also all shapes 
and sizes of plumber’s calkers. 





FLOOR CHISELS —all sizes. long thin blade is hard special 
steel. Will cut ane and knots without injury. Very 
useful in rough work 


| OFFSET YARNERS —five sizes and lengths. For packing 


. oakum in joints. Also full line spring yarning irons. 





Most complete line of Hand-Forged 
Plumbers’ and Steamfitters’ Tools made 


PLOMB TOOL COMPANY 


2209 Santa Fe Ave. Les Angeles 
1146 W. Lake St.—Chicago 
4306 36th St., Long Island City, N. Y. 





Immediate Delivery from Eastern Stocks 











Bath a ‘Day —Alovement 


The biggest piece of work the association can do is to carry on 
an educational program. In every industry where there is a well- 
organized trade extension department, 





of use and convenience. The Bath a 

Day Campaign has been cited as the most constructive effort 

ver put forth by an industry in educating the public as to the 
ultimate value of its products to the public. 


Every association has this opportunity presented to it 
occasionally. We receive every day requests from school 
teachers for educational material. We send immediately 
a complimentary copy of “The Story of the Bath”’ to these 
teachers and refer the inquiry to the local association 
where there is one, or to the state association where 
there is no local. 

There is an opportunity in each of these cities and towns 
to stage a Bath a Day Campaign—to draw attention to 
the work of the plumbing contractor. At the last national! 
convention over 4,000 students participated in an essay 
contest, the basis of which was ‘‘The Story of the Bath.”’ 
In a number of state conventions that idea is this year 
being followed out. 

Write for full particulars and a copy of ‘“‘The Story of 
the Bath.’’ You will find material in the booklet and in 
the Bath a Day Campaign which will yield much favorable 
publicity. 


Epigrams—for Your Use 


It’s easy to forgive your enemy if you get busy and make 


more money than he does. 
a * * 


A successful liar must have a good memory. 
~ * * 


Lots of people who used to live on Easy street have 


moved around the corner. 
* - a 


No woman can hide all her iniperfections from her 


dressmaker. 
~ - 7 


There is always room at the bottom of the early straw- 
berry box. 
* * * 
The man who is satisfied with himself is easily con- 


tented. 
a * + 


Experience is said to be the strongest spoke in the whee! 


of fortune. 
* + * 


Man is made of dusi——perhaps this accounts for lis 


wanting the earth. 
* * o 


When a long lanky poor girl acquires wealth, she be- 


comes immediately divinely tall and graceful. 
~ & * 


It’s a wise saw that knows its own maker. 
* * * 


Men may suffer untold privations, but women alwa) 


tell them. 
* cm * 


When the public has faith in a writer it is based on good 
works. 


the first effort is always educational, 
because the sale of the products of 
any industry cannot be made in volume 
until the public has been educated as 
to the value of those products in terms 
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PATENTS 


Plumbing Department 


1,696,207. Pipe Fitting. David Larkin, St. Louis, Mo. 
1,696,346. Radiator Construction. John Feichter, Chi- 
cago, Il. 


earn 11111) 
































1,696,547. Liquid-Fuel Burner. Jesse E. Kresky, Peta- 
luma, Calif. 

1,696,722. Pipe Wrench. Arthur J. Miehle, Chicago, 
Il. 

76,790. Combination Faucet and Soap Dish. James 
Fraser, Hillcrest, Edgemoor, Delaware, assignor to The 
Speakman Company, Wilmington, Del., a corporation of 
Delaware. ; 

76,827. Faucet Valve or the Like. Sherman Smith, 
Pittsburgh, Pa., assignor to Standard Sanitary Manufac- 
turing Company, Pittsburgh, Pa., a corporation of New 
Jersey. 








1 699.251- 1.690 101 


76,904. Combined Valve Handle and Housing. Sher- 
man Smith, Pittsburgh, Pa., assignor to Standard Sanitary 
Manufacturing Company, Pittsburgh, Pa., a corporation of 
New Jersey. 

1,690,101. Soldering Tool. Frank B. Burns, Chicago, 
I}l. 

1,690,478. Sanitary Fixture. Raymond E. Crane, Kit- 
fanning, Pa. 

1,690,251. Valve. Louis Schlesinger and Herman BE. 
Heine, Milwaukee, Wis., assignors to Bradley Washfoun- 
tain Company, Milwaukee, Wis., a corporation of Wiscon- 
sin. 
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IDEAL DRAINAGE PUMPS 
and BASEMENT DRAINERS 


$65 °° vernois 
Capacity 3000 to 3500 Gallons 


Per Hour 


Further Particulars Furnished 
Upon Request 


IDEAL PUMP COMPANY 
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A system designed to prevent Water Hammer and any reaction 
in the water supply system in the building. If properly installed, 
the Stinson Equalizing Valve is guaranteed to completely and 
thoroughly remove any vibration in water pressure systems of piping. 

The Valve is made in sizes as es require. 

Stock sizes: 14, 134 and 24 inch 

1% inch will take care of from 4 ‘inch to 1 4 inch supply. 
inch will take care of from \% inch up to 2 inch supply. 
\{ inch will take care of from 2 inch up to 4 inch supply. 

sna rough sketch of piping in basement and I will advise you the 

proper place to install the equalizer. 


Robert Stinson, 1632 Forbes Street, Pittsburgh, Pa. 
ee Ee a eer eee caer reco etre rere Mere 





Stop Water Hammer With 
The STINSON Patent Equalizing Valve : 
: 





A Choice of the Best 


HAT’S what you 

getinrepliesfrom 
a ‘*Domestic Engineering’’ 
Want Ad. 
















Nomatter what your problem 
—if you want a job-or a man 
for a job, if you have some 
used equipment to sell or 
want to buy some, if you want 
to know what the leading 
books on plumbing and heat- 
ing are, if you want bids on 
a job—a ‘‘Domestic Engi- 
neering’’ Want Ad will solve 
that problem. 












Domestic Engineering 
1900 Prairie Ave. Chicago, Ill. 
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NEW JERSEY 
at Ocean End of Kentucky Avenue 


0A N Hotel whose Comforts will Assure One 

of Full Enjoyment of This Glorious Re- 
sort. Each Room Has Bath—Strict ly fireproof 
—lLuxurious Lobbies—Sundeck overlooking 
the Ocean—Golf Privileges. 


American Plan $7 up European Plan $4 up 


Ownership-M anagement 


FETTER & HOLLINGER 
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1,690,534. Self-Fluxing Solder and Method of Making 
Same. John Peabody Erich, Chicago, Ill., assignor to Chi- 
cago Solder Company, Chicago, Ill., a corporation of Illi- 
nois. 

1,690,630. Roof Drain. Well S. Fleming, Portland, 
Oreg. 
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1,690,767. 


1,690,767. Combined Mixing and Delivery Valve for 
Bath Fixtures. Leon Bloch, Cleveland, Ohio, assignor to 
The Republic Brass Company, Cleveland, Ohio, a corpora- 
tion of Ohio. 

1,690,682. Method of and Apparatus for Dealing with 
Floating Sludge in Digestion Chambers for Sewage Treat- 
ment. Karl Imhoff and Franz Fries, Essen, Germany. 

1,691,008. Gas Water Heater. Robert G. Griswold, 
Westfield, N. J., assignor to Doherty Research Company, 
New York, N. Y., a corporation of Delaware, 

1,691,462. Refuse Burner and Water Heater. John 
Borge, Bellport, N. Y. 

1,691,731. Electric Water Purifier. William M. Myers, 
St. Joseph, Mo., assignor to Earle H. Roraback, Kansas 
City, Mo. 























1,691,731. 1.691.462. 


1,691,908. Thermostatic Valve. Adolpf Beler, Pitts- 
burgh, Pa.: Elizabeth Beler, executrix of said Adolph 
Beler, deceased. 

1,692,368. Water-Closet. John J. Boyne, Buffalo, N. Y. 

1,692,512. Waste-Control Mechanism. Philip Mueller 
and Lucien W. Mueller, Decatur, Ill., assignors to Adolph 
Mueller, trustee, Decatur, III. 

1,692,592. Water-Softener Injector. Charles A. Stick- 
ney, Rockford, IIl., assignor to Stickney Hydraulic Co., 
Rockford, Ill., a corporation of Illinois. 
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1,692,646. System for Heating Water. James E. Gan- 
non and Montague W. Ward, Erie, Pa.; said Ward assignor 
to John Mark Gannon, Erie, Pa. 









































1,692,734. Blowtorch. Warren W. Haslett, Baltimore. 

1,692,768. Water Heater. Loran F. Doen, Cleveland, 
Ohio, assignor to The Cleveland Heater Company, Cleve- 
land, Ohio, a corporation of Ohio. 

1,692,773. Relief Valve. Arthur Friedman, Cleveland, 
Ohio, assignor to The Cleveland Heater Company, Cleve- 
land, Ohio, a corporation of Ohio. 

1,692,839. Water Heater. Herbert S. Humphrey, Kala- 
mazoo, Mich., assignor to Ruud Manufacturing Company, 
Pittsburgh, Pa. 























1.692.839 





1.693.501 
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1,692,869. Electric Water Heater. Chester J. Scanlan, 
Bloomington, Ill. 

1,692,939. Water Softener. Oscar W. Johnson, Rock- 
ford, Ill., assignor to Ward-Love Pump Corporation, Rock- 
ford, Ill., a corporation of Illinois. 

1,693,088. Shower Inclosure. Louis H. Lehman, Phila- 
delphia, Pa. 

1,693,501. Toilet-Seat Cover. Annie E. Casner, Cam- 
den, N. J. 

1,691,176. Closet Seat. Eugene A. Zundel, Chicago, 
Ill. 

1,691,197. Water-Mixing Valve. Adolph T. Johanson, 
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Chicago, Ill. 


Tie up with 
GENERAL 
MOTORS 


Make REAL Profits 
on REAL Products... 


ELECTRIC 


WATER 
SYSTEMS 


HY not sell real products . . . products 
which carry the prestige of the world’s 
largest manufacturing organization? Ip Electric 
Water Systems are backed by General Motors. 
And General Motors, through Delco-Light Com- 
pany, in turn, backs you in every way possible. 
An example of the great sales opportunities for Ip 
Water Systems is the new market opened up by the re- 
markable new IP Waterboy. Built in accordance with 
General Motors strict standards of quality, perform- 
ance and value... exactly the residence water system 
for which thousands long have been waiting .. . the 
price is $75 f.o.b. Dayton. Imagine it! Only $75 fora 
good pump. 

Find out all about the I) Waterboy. It pumps 225 
gallons per hour and has a 5-gallon pressure tank, be- 
sides many other features of the larger models. And 
get the details of our dealer plan which offers you a 


sound profit opportunity .. . The NEW \p 


even though all Ip Water Systems 
are low in price and available WATERBOY 


on G.M.A.C. easy terms. Mail “Water By Wire” 
the coupon now ... today. Take '$ 7 52. >. 










advantage of the opportunity 
before someone beats you to 
this profitable dealership. 


DELCO-LIGHT COMPANY 
Subsidiary of General Motors Corporation 
Dept. Q-127 Dayton, Ohio 









Also Manufacturersof Delco-Light 
Electric Power and Light Plants 


Products of General Motors 


DELCO-LIGHT COMPANY, 

Dept. Q-127, Dayton, Ohio. MAIL NOW! 
Send me the facts about the B dealership and the profits I can 

make by selling @ Water Systems in my locality. 
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A. DISTINGUISHED 


HOTEL 


This newest and com- 


TRe 
fortably luxurious hotel + 
is styled to meet the re- 
quirements of a select 
transient patronage. 
Rittenhouse Square 


Affiliated in New York with 


65 RITZ TOWER 
he WARWICK ‘he WESTBURY 


“<NGINEERING 

















| THE PARIS OF AMERICA 


NEW ORLEANS 


New St. Charles 


One of America’s Leading Hotels 
ACCOMMODATING 1000 GUESTS 


ALFRED S. AMER & CO., LTD. 
NEW ORLEANS, LA. 
Send for descriptive folder, illustrated Mardi Gras Program 
for the asking. 
a atices for all transportation lines in lobby 


A 2). 
ot 4 
aa } 


OME OF WINTER RACNS 

















Che Beeakers |, 


THE OCEAN FROWN T 








Atlantic City, mes 2s 


PREFERRED ~ 


In all seasons by those who know 
and wish the best either upon the 
American or European plan. 


Sensible rates 
HILLMAN MANAGEMENT 











Domestic ENGINEERING’S Retail Adver- 
tising Service makes advertising easy for 
you—all you do is clip the copy from 
your copy of the paper and hand it, with 
the cut we send you, to your newspaper. 
Only $4.20 for 12 illustration cuts. Clip 
this, attach your check for $4.20 and 
mail today. 


DOMESTIC ENGINEERING 


1900 PRAIRIE AVENUE, CHICAGO, ILLINOIS 
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1,691,334. Hot-Water Heater. Marshall H. Braden. 
Rock Island, Ill., assignor to The Nu-Way Corporation, 
Rock Island, Ill., a corporation of Illinois. 
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1,691,197. 1,691,324. 








1,691,339. Shower-Bath Protector. William L. Dem- 
ing, Salem, Ohio. 


Heating Department 


17,135. Automatic Heat-Controlling Regulator. James 
J. Lawler, Mount Vernon, N. Y., assignor to Direct-Contro] 
_Valve Company, New York, N. Y., a corporation of Dela- 
ware. 

1,690,105. Gas Boiler. Edward R. Downe, Larchmont, 
N. Y., assignor to American Radiator Company, New York, 
N. Y., a corporation of New Jersey. 

1,690,249. Oil Burner. Ernest L. Reynolds, Tulsa, 


| Okla. 
| 














1,691,002 


1,690,417. Air Cooler and Humidifier. John A. Lund- 
_ mark, Chicago, III. 

1,690,592. Adjustable Pipe-Bending Tool. Wilford H. 
Newland, Inglewood, Calif. 

1,690,740. Adjustable Radiator Cover. Michael Luery, 
Chicago, Ill. 

1,691,002. Safety Control Mechanism for Fuel-Feeding 
Devices. Walter W. Williams, Bloomington, IIl., assignor 
to Williams Oil-O-Matic Heating Corporation, Blooming- 

| ton, Ill., a corporation of Illinois. 

1,691,048. Steam Atomizing Oil Burner. Louis G. de 

| Kermor, Edmonton, Alberta, Canada, assignor to Delway 

Heaters, Inc., New York, N. Y., a corporation of New York. 

1,691,311. Oil-Burning Apparatus. Charles M. Stroud, 

| Minneapolis, Minn., assignor of one-half to Leslie H. 
Fawkes, Minneapolis, Minn. 

1,691,541. Oil Burner. Iwan E. Carlson, Watertown, 
and Loren R. Churchill, Wollaston, Mass. 

1,691,650. Fuel Burner. Oscar Falkenwalde, Balt! 
more, Md., assignor of one-half to Robert H. Lyon, Balt! 
more, Md. 
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1,691,690. Liquid-Fuel Burner. Cottrell C. Wheeler, 


Forest Hills, N. Y. 


























1,691.650. 


1,691,649. Chuck. Allen M. Drake, Greenfield, Mass., 
assignor to Greenfield Tap and Die Corporation, Green- 
field, Mass., a corporation of Massachusetts. 

1,691,967. Humidifier. William K. Gammeter, Cadiz, 
Ohio. 
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1.692.122 

1,692,039. Filler for Radiator Pans. William H. Hinz, 
Oak Park, Ill. 
1,692,046. 
Like. John H. Mellvaine, Lake Forest, III. 


Valve Mechanism for Oil Burners and the 


1,692,122. Boiler. Frank B. Howell, Buffalo, N. Y., 
assignor to American Radiator Company, Chicago, Il., a 
corporation of New Jersey. 

1,692,330. Heating and Ventilating Unit. 
Callahan, New York, N. Y. 

1,691,388. 
ract, Ind. A welding compound, comprising a dry mixture 
of equal parts by volume of borax, powdered charcoal, and 
plaster of Paris, and a solution of silicate of soda as a bind- 
ing agent. 


Michael J. 


Welding Compound. Ira Freeman, Cata- | 
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ADJUSTABLE 
SHOWER-STALL DOORS 

















Pat. Oct. 21, 1¥26 
We furnish Shower-Stall Doors, Bath-tub 
Shields and Partitions in standard sizes 
or make them according to specifications. 
IIlustrated booklet will be forwarded upon request 


G. M. KETCHAM MANUFACTURING CORP. 
83 Washington St. Brooklyn, N. Y. 
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FAMOUS USERS OF 


@KEWANEE@ 


IGH PRESSURE 





WATER SYSTEMS J 


W-G-N +: W-M-A-Q 


In transmitting stations—-where only the best 
will do—Kewanee High Pressure Systems are 
supplying an abundance of water at all times 
under high pressure. 

Stations WMAQ (Chicago Daily News) and 
WGN (Chicago Tribune) also depend upon 
Kewanee High Pressure Systems for unfailing 
supplies of water. 

Over 200 different models of private systems 
for High Pressure water supply, electric light 
and sewage disposal are made by Kewanee. 
This extensive line gives a selection suitable 
to the requirements of either modest bungalow 
or the largest estate. Also a full line of Centri- 
fugal Pumps and Deep Well Turbines from the 
small $69.50 outfit to those which fit wells 
from 12 to 36 inches in diameter. 

Kewanee will show you how to save dollars 
and trouble. Write for data. 


KEWANEE PRIVATE UTILITIES COMPANY 
417 So. Franklin St. KEWANEE, ILL. 
DEALER CORRESPONDENCE INVITED 








: oe 








(teen een ere ere eee nee 
. 


. = : 





OT 


. n SS Oe Se ee aree = 
. z ie a 


ge one - 


Ce EP ee ee 
. 

















DOMESTIC ENGINEERING 


March 9, 1929 


CLAIFIED 


8S cents for each word including heading and address. Count seven words 
for keyed address. Minimum $2.00 for each insertion. One inch $4.00. 








Situations Open 


SALESMAN—EXPERIENCED AND 
with favorable past record acquaint- 
ed with Metropolitan New York Job- 
bers and who understands Plumber's 
Brass Goods. Will pay good salary to 
man engaged for this position. Give 
experience, age and reference in first 
letter. All replies treated strictly con- 
fidential. Address Key 320, “‘Domestic 
Engineering,’ 1900 Prairie Avenue, Chi- 
Capo. 
SALESMEN—EXPERIENCED IN SELL- 
ing a complete line of exclusively 
high grade plumbing brass goods di- 
rect to plumbing contractors. Appli- 
cants must own and drive auto and be 
thoroughly established in territory for 
Which they apply. Give full particu- 
lars in application with references, ex- 
perience, ete. Commission with drawing 
account after ability has been proved. 
Address Key 313, “Domestic Engineer- 
ing,”’ 1900 Prairie Avenue, Chicago. 
WANTED—MAN TO SELL, ESTIMATE 
and install heating, ventilating and 
power work. Would prefer one with 
some knowledge of plumbing worx. 
(;00d position for the right party. Ad- 
dress Key 311, “Domestic Engineering,” 
1900 Prairie Avenue, Chicago. 
REPRESENTATIVES WANTED IN 
leading cities to handle highest grade 
line of radiator shields and radiator 
cabinets. Our representatives earn 
$500.00 to $1,000.00 per month the year 
around, above expenses. Full selling 
plan furnished. Address Key 256, “Do- 
mestic Engineering,” 1900 Prairie Ave., 
Chicago. 
TRAVELING SALESMAN WANTED 
by Manufacturer of Iron Pipe Fit- 
tings and Valves. State experience in 
full, territory previously covered. Ex- 
cellent opportunity for the rignt man. 
Address Key 308, “Dioomestic Engineer- 
ing,”’ 1900 Prairie Avenue, Chicago, III. 
WANTED—A FIRST-CLASS HEATING 
Engineer and Estimator. Prefer man 
experienced in estimating plumbing. 
Must be practical and thoroughly capa- 
ble. Recommendation from former em- 
ployers required. $300.00 per month 
salary. Open shop conditions. Loca- 
tion, large city in Texas. Applications 
considered confidential. Give full par- 
ticulars and copies of recommendations 
in first letter. Address Key 321, “Do- 
mestic Engincering,’ 1900 Prairie Ave- 
nue, Chicago. 








Situations Wanted 


PLUMBING ESTIMATOR OF FIFTEEN 

years’ experience on high class work 
desires position where experience, abil- 
ity and results are recognized. Address 
Key 316, “Domestic Engineering,’ 1900 
Prairie Avenue, Chicago. 
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POWERS TANK 
THERMOMETER 






TEM PERATURE 
REGULATOR 


POSITION DESIRED BY TECHNICAL 

college graduate, age 28, as manufac- 
turer’s representative and salesman for 
heating equipment by one who has had 
experience in manufacture and sales 
with national corporation of boilers, 
radiators and heating accessories. Cap- 
able of heating layout work. Expe- 
rienced in calling on jobbers, trade, 
architects, and engineers. Would relish 
charge of heating for contracting con- 
cern with purpose of increasing their 
volume. Address Key 312, “Domestic 
Kengineering,”’ 1900 Prairie Avenue, 
(*hicago. 


To a Senior 
Executive 


Who is a leader or coming leader in his 
field. 


A capable young man (28) desires to 
associate himself with such an exec- 
utive in his Sales Department. 


Business experience—Nine years of 
Plumbing and Sales administration. 


Have created a large number of Whole- 
sale accounts against severe competi- 
tion with a limited line and on a qual- 
ity basis for a small high grade Manu- 
facturer of Enamelware during the 
past few years. Have wholesaler ac- 
quaintance between Mississippi River, 
Boston and Tampa. 


Education still in process. 


Have a capacity for hard work, energy 
and vision. With co-operation and di- 
rection from an executive who under- 
stands humanity from a sales stand- 
point this young man will be very valu- 
able to any organization in the plumb- 
ing field. 
Address—W. C. R. 

Spring Garden St. and Delaware Ave. 

c/o Terminal Warehouse, Philadelphia, 
Penna. 

POSITION WANTED — YOUNG MAN 

with 20 years’ practical experience in 
the plumbing, heating, windmill, pump 
and well business, past 10 years en- 
gaged in business, wants position as 
traveling salesman with Middle West 
jobbing house or specialty line. Ad- 
dress Key 304, “Domestic Engineering,” 
1900 Prairie Avenue, Chicago. 
SITUATION WANTED—MAN WITH 

ten years’ experience in heating con- 
tracting office. Capable of managing. 
estimating, saperintending work. Would 
consider traveling for heating and 
Plumbing supply house. Address Key 
314, “Domestic Engineering,”’ 1900 
Prairie Avenue, Chicago. 
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POWERS 


has the :nost complete line of temperature regulators made for 
all types of hot water heaters. Self-Operating—Compressed Air 
Operated and Water Operated. 


Get the Right Regulator for Each Job 


Let us help you to select the type of regulator which will give best 
results. We may be able to help you eliminate a lot of trouble 
and needless expense. Phone or write our nearest office. 






/ 














THE PowERS REGULATOR Coe 


IO years of specialization um temperature control 
2716 GREENVIEW AVE., CHICAGO. 
Les Angele and 30 other offices See your telephone directory (G-3604) 


e 


SALES ENGINEER DESIRES POs\!- 
tion with manufacturer of Stee!) 
Heating and Power Boilers, to take 
charge of sales in Philadelphia terri- 
tory. Extensive acquaintance with 
architects, engineers and heating econ- 
tractors. Thoroughly experienced in 
all heating equipment. Address Key, 
310, “Domestic Engineering,” BL 
Prairie Avenue, Chicago. 
PLUMBING ESTIMATOR — FIFTEEN 
years’ experience, thoroughly con- 
versant with plumbing systems of 
large buildings desires position as Esti- 
mator, <Architect’s contact man or 
owner’s confidential checker. Address 
Key 315, “Domestic Engineering,” 1900 
Prairie Avenue, Chicago. 


Can you use residential salesman 
in Pacific Northwest at Seattle? 
Best of references. Address J. 
Willard Smith, 4522 12th ave., 
N. E., Seattle, Wash. 














Lines to Handle 


WONDERFUL MONEY-MAKING SIDE- 

line proposition for salesman calling 
regularly and direct on plumbing deal- 
ers. Communications strictly confiden- 
tial. KOIL-LES HEATER COMPANY, 
Geneva, Illinois. 











Lines Wanted 


A manufacturer, for the past twenty- 
nine years, of a high grade line of 
sheet metal products, selling through 
the Hardware, Plumbing and Steam- 
fitting trades, of the New England 
and Eastern Territories, is now pre- 
pared to expand their business by 
acting as a distributor or jobber of 
lines having active outlet through 
this trade. We pride ourselves on 
our well established accounts, and if 
you are looking for efficient and 
reputable representation through this 
territory, we solicit your correspond- 
ence. Address Key 295, ‘Domestic 
Engineering,” 1900 Prairie Avenue, 
Chicago. 
LINES WANTED — FIFTEEN YEARS 

in the territory covering larger towns 
in Nebraska, Missouri, Iowa, Wisconsin, 
Illinois; also Indianapolis. Want line 
of brass goods, malleables, closets or 
allied lines to either plumbers or job- 
bers, all or part of this territorv. Com 
mission basis. Address Key 318, ‘“Do- 
mestic Engineering,” 1900 Prairie Av¢ 
nue, Chicago. 








Alse New York, Boston, Terente, Atlanta, 


(A 
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Cash must accompany order. Copy should reach 
us eight days in advance of publication date. 
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For Sale 


Oil Burners For Sale 
3—No. 4% S. T. Johnson Co.’s Semi- 
Automatic Oil Burners complete. 


i—No. 3% S. T. Johnson Co.’s Semi- 
Automatic Oil Burners’ complete. 


Semi-Automatic means high and low 
flame controlled by Honeywell Auto- 
matic Pressurstat. Oil and Air con- 
trol valve. Electric conditions, 60 
cycle, 3 phase, 220 volts. 
Guaranteed practically new. Will 
sell one or all at a bargain. 
All inquiries should be addressed to 
P.O. Box 242, Amsterdam, N. Y. 
FOR SALE — TOLEDO 1000M PIPE- 
threading machine. Slightly used. 
Rare bargain. Address Key 317, “Do- 
mestic Engineering,’ 1900 Prairie Ave- 
nue, Chicago. 
FOR SALE OR TRADE—ONE JUNIOR 
Power Drive Toledo Pipe Machine, 
or will trade one Toledo No. 1000M 
Pipe Machine. Address Key 319, “‘Do- 
mestic Engineering,” 1900 Prairie Ave- 
nue, Chicago. 
FOR SALE: PIPE THREADING MA- 
chines, hand and power, all sizes and 
makes. Inquire D. B. Plumbing and 
Heating Sales Company, Fort Wayne, 
Indiana. 
FOR SALE | 
in thriving west Texas town of 4,500 
population. Business good. Owner has 
other interests and must sell. About 
$3,000 stock. Hamrick Plumbing Co., 
Snyder, Texas. 
PLUMBING AND HEAT- 
ing "bestness for sale. Business es- 
tablished for 25 years. at Jefferson City, 
Mo. Approximately $10.000 stock. Sell- 
ing on account of death of the owner. 
Address Mrs. Thomas Kierns Estate, 
921 Fairmount Blvd., Jefferson City, 
Mo. 
































Miscellaneous es 


PORTABLE PIPE MACHINES 
LIKE NEW — Used on one job 
6-in. Oster Pipe Machine, mounted on 4-wheel truck 

and driven with a gasoline engine. 
4-in Oster Pipe Machine, mounted on 4-wheel truck 
and driven with e« gasoline engine. 
2, 2-in. Oster Pipe Machines. mounted on 4-whee 
truck and driven with a gasoline engine. 

THE O’BRIEN MACHINERY esate wb 
113 North Third St. 

Long Distance Telephone Me rket 

Cable Address: “OBRIEN” PHILADELPHIA 











ay Pa. 





Get More Money 


for your Surplus 


PIPE COUPLINGS 
and Thread Protectors 


all sizes, black or galvanized. We pay highest 
market prices and the full freight 
from shipping point. 


Write for Prices— Today 
ALLEGHENY TUBE & STEEL CO. 


Tubular Div., Plant No. 3 
1304 N. Main Street, ST. LOUIS, MO. 


DO NOT HESITATE TO ORDER A COPY 


of my New Edition **Practical In- 
formation, etc.’’ Contains Hun- 
dreds of Valuable Ideas, Kinks, 
etc. One Single Idea May Be 
Worth Hundreds to You. 180 
Pages. Over 100 Detailed Illus- 
trations. Send Your Check Today. 
Only $1.50 pocgeete, or $1.70 if you wish to 
pay when ok is delivered. Satisfaction 
Guaranteed. Reference: Just ask any of the 
Domestic Engineering Readers who already 
have a co 


C. de Galea 4306-08 Madison St. Chicago, III. 
PLUMBERS’ BIN LABELS 

















Hadco Card Holders, Celluloid Covers and 
Illustrated Bin Labels for Water, Gas and 
Steam Fittings. Send for samples and prices 
of card holders, bin labels and stop valve 
tags, and free booklets: ‘“‘How to Lay Out 
the Plumbing Shop” and “How to Train the 
Apprentice Boys.’”’ Haddon Ds Label Co., 
Haddon Heights, N. J. 


STOP _ GUESSTIMA TING” 
a oer Estimate Sheets 


will SAVE Time and Money 
100 leaves in a book—42x10 
1 Book, $1.25 5 Books, $5 
! via Ins. Parcel Post same day we get order 

LOUIS FINK & SONS CO.., Printer 
Time Sheets, Job Tickets, Letter Heads, ote 
School Bldg. Laurel Springs, N. J. 
«= Business Thirty Years. Noted for Quick Services 













Books for Your Trade Library 





Heating and Ventilation. By Prof. 
John R. Allen and J. H. Walker. 3.50 
Overhead Expense and Percentage 
Methods. By Henry F. Baillet.. 1.50 
Practical Methods of Sewage Dis- 
posal. By H. N. Ogden and H. B. 
RE vtecenienseneneeeone wos 1.50 
Dean’s System of Greenhouse 
Heating—Steam or Hot Water... 2.00 
Questions and Answers on the 
Practice and Theory of Steam 
and Hot Water Heating. Eighth 
Edition. By R. M. Starbuck..... 2.00 


Books Sent Parcel Post Prepaid 


Domestic Engineering 
1900 Prairie Avenue, Chicago 





Use These Pages 
To Get 
What You Want 





If you are looking for com- 
petent employes; or if you con- 
template a change in position, 
have a patent for sale; wish to 
purchase or sell a plumbing and 
heating business; second-hand 
machinery or tools; form a co- 
partnership, etc., your adver- 
tisement on this page will put 
you in touch with the people 
you desire to reach. 

The cost of insertion is only 
eight cents a word and may 


mean many dollars to you. 

















Fiush Valve Guide, Sectional 


Pat’d 8-26-24 





Adjustablie to Any Size. 


Leader Specialty Co., Inc., 


TWO LEADERS 


With a National Reputation and many other 


exclusive items 


For the Live Wire Plumbing Jobber 


WRITE FOR PRICES 


Indianapolis, Ind. 


Closet Spud and Nipple Holder 


PE-$ I-< PIP d 





Handiest Internal Gripping Teel. 











YOU WOULD 


not think of missing your daily paper, yet it does 
not begin to help you as your business paper does, 
so why not spend a minute to send in your sub- 
scription? You will soon realize the tremendous 
help*’you have been doing without. 


Domestic Engineering, 1900 Prairie Ave., Chicago 
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-- BARBER-- | ; 
AUTOMATIC GAS BURNER , 


Manufactured by 


The CLEVELAND GAS BURNER & APPLIANCE Co. 
Cleveland, Ohio 


- - ea is 


The BARBER Automatic Gas Burner 


Rigidly tested, under all conditions, the Barber AUTOMATIC 
Gas Burner has been brought to that state of perfection where its 
faultless operation cannot be equaled. 





No New Boiler or Furnace 


It is not necessary to buy a new boiler or furnace to have GAS 
HEAT—the Barber AUTOMATIC Gas Burner converts any round 
or oblong furnace or boiler, whether for steam, hot water, vapor 
or warm air, into an efficient, safe and economical gas-fired 
house heating plant. 


Light It in the Fall---That’s All 


The installation of a Barber AUTOMATIC Gas Burner means 
the end of all house heating worries. Your customer simply 
lights it in the fall—and he doesn’t think about it until spring 
when he shuts it off. 
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Free from All Disadvantages 


Heating with GAS, by means of the Barber AUTOMATIC Gas 
Burner, eliminates all worry and work. No soot, no noise, no | 
dust, no coal, no ashes and no oil. Nothing to watch or regulate. 
Barber AUTOMATIC Gas Burners are furnished complete, with 
the latest and most approved SAFETY devices and AUTOMATIC 
controls. 





For All Types Boilers and Furnaces 


There is a Barber AUTOMATIC Burner for every type of Boiler or 
Furnace. Simply give name of manufacturer, number and trade 
name of the Heater to be converted and full details and instruc- 
tions, together with_ prices will be sent, without obligation to 
you. 





Oe eee eee 
’ 


The GLEVELAND GAS BURNER @APPLIANGE GO. 


Burner Specialists 
3102-04 Superior Avenue, Cleveland, Ohio 
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| We asked school directors what 
they wanted in school closets 


and they said: 


“Closets must be good looking for we are proud of the 
appearance of our washrooms. They must be sturdy; we 
cannot afford to have closets out of order and we don’t like 
repair bills. And they must operate unfailingly for children 
are careless. 


We asked plant managers the same questior 
and they said: 


‘““W orkmen will be careful in the use of good-looking closets. 
They will not abuse them as they will closets which by 
their appearance actually invite abuse. 


“Closets must be easily cleaned. They must always work 
—never be out of order and in case of necessity easily 
adjusted and repaired.”’ 
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150,000 Times 


This was the number of times 


that the Vogel Number Ten | We ask you: 


was tested at the rate of 65 
times per minute 


arma ae a Could anything be more descriptive of the 
oo. VQGEL No. Ten than the desires of school 


boards and plant managers? 


The valve in the YQGEL No. Ten will last 

. ee a lifetime—all wearing parts special high 
tensile bronze—all working parts easily 
accessible —- positive operation always — 
bowl heavy vitreous china with a perfect 
white glaze. 





So when you figure on a school installation or a plant 
job, figure on using YQ@GEEL Number Tens. They give 
you a neat profit and give your customer satisfaction. 


JOSEPH A. VOGEL COMPANY 
Wilmington, Del. St. Louis, Mo. 


4% PRODUCTS 


Mention Domestic ENGINEERING when writing advertisers. 
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